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TWENTY-NINTH REPORT 

OF THE 

BOARD OF SUPERINTENDENCE OF THE 
DUBLIN HOSPITALS. 


TO HIS EXCELLENCY CHARLES STEWART, MARQUESS 
OE LONDONDERRY, &c., &o., 

Lord Limtencmt-General mid General Governin' of Ireland. 

35, Dawson-street, Dublin. 

6th June, 1887. 

Mat it pleasb Youk Excellency, 

We, the Boai-d of Superintendence of the City of Dublin Hos- 
pitals, submit to your Excellency this our Twenty-ninth Annual ' 
Report, under the statute 19 & 20 Yic.. cap. cx., passed on the 
29tli July, 18.56, entitled “Dublin Hospitals Regulation Act.” 
During the year ending 31st March, 1887, we have inspected 
the several Hospitals in this city which receive aid from Parlia- 
ment. 

These are : — 

1. Westmoreland Lock Hospital. 

2. The House of Industry Hospitals, viz. : — 

a. Hardwicke Fever Hospital. 

b. Whitworth Medical Hospital. 

c. Richmond Surgical Hospital. 

3. Steevens’s Hospital. 

4. Meath Hospital and County Dublin Infirmary. 

5. Cork-street Fever Hospital. 

6. Rotunda Lying-in Hospital. 

7. Coombe Lying-in Hospital. 

8. St. Mark's Ophthalmic Hospital ; and 

9. Hospital for Incurables, which receives a portion of tlie 

Coneordatum Fund. 

On making these inspections we carefully inquired respecting 
the state and condition of each institution. 

The wards and other parts of the buildings were examined, to 
ascertain if due provision were made' for the comfort of the 
patients, and all necessary attention given to them. 

On the 1st of April, 1886, there remained 786 patients in these 
Hospitals. 

The number admitted dming the year was 9,160, making the 
total under treatment 9,946, of whom .8,765 left the wards cured, 
relieved, or were dismissed for other causes, and 428 died. 

Seven hundred and sixty patients remained in Hospitals on 3Ist 
March, 1887. 

' A 2 
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The mortality was 4'88 per cent, of those treated to _a termin^ation. 
The average daily total number of beds occupied in all the 

ts^i:ital"y Jact patient under treatment 
(omitting the inmates of the Hospital for Incurables) averaged 

^XSto.-Table No. 1 shows a list of diseases of patients 
treated in the several Hospitals and the “y 

particular disease during the year ending Slst March, 1887. 

^ Table No 2 shows the average cost per bed occupied 
throughout the year ending Slst March, 1887, for maintenance 
and for establishment, and for both, exclusive of buildings and 

^™™abletsTo. 3 shows the several sources of income of each Hos- 

™ tpable No. 4 sets forth in detail the chief heads of expenditure 

' *^^Sble No! 5 gives the number of patients treated in each 
. Hospital, the mortality per cent., the average daily number of 
beds occupied during the year, and tne present extent of accom- 
modation for each class of patients. V 1 i 1 

Table No. 6 shows the prices of articles supplied to each 
Hospital per contract or otherwise. ^ , , o- ■. i 

TSoleNo.7 gives the various dietaries in use m each Hospital. 
Table No. 8, gives the names of the Governors of each Hospital, 
and the number of attendances during the year. 

The Lock. 

We found this Hospital, on inspection, clean and orderly. The 
various samples of food for the patients were of good q«ahty 
We were informed that the Eoman Catholic and Piotestant 
inmates were regularly attended by their respective chaplains 
and that the classification of patients adverted to in our foimei 

reports continues to be adopted. . , , , ii. 

There are four inmates employed in the laundry; othei 
patients assist in cleaning the wards, scrubbing floors, and per- 
forming similar menial work. , .i. ,, i 

We endeavoured to ascertain from the patients if there existed 
any reasonable or well-founded objection to the Hospital, or if 
there was any want of kindness on the part of nurses, or if the 
dietary was objected to. In reply to our inteiTogations no com- 
plaints were made. i j 

The basement appeared to be rather damp, dark, and old- 

fashioned. ... 

Though scarcely coming within the scope of our inquiry, we 
venture to suggest the advisableness of having this institution 
removed to a more favourable site, and to a less densely populated 
neighbourhood, where available ground could be secured, in which 
patients might have fresh ah- and exercise. 

There were 87 patients in this institution on the 1st of April, 
1886 ; 661 were admitted, including 13 infants born in the 
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. T'wenty-ninih Report of the Board of Dublin Hospitals. 6 

house during the year ; 674 were discharged, 13 died and 61 
remained on the 31st of March, 1887. ’ 

The mortality was 1*89 per cent, on the total number treated 
to a termination. 

The time spent in Hospital by each patient averaged 31*55 
days, ajid the average daily number of beds occupied durino- the 
year was 64-65. ' ° 


House of Industry. 

This institution appeared to be conducted satisfactorily and 
with care and consideration for the sick. The wards and 
corridors were clean, and the beds and bed-clothes tidy. 

We examined the food for the patients and found it of good 
quality and well cooked. 

We interrogated the patients as to the care bestowed on 
them by the attendants, and as to the attention of the night 
nurses, and are glad to report that their replies were satisfactory; 
indeed the nurses seemed to us to be earnest, intelligent, and 
painstaking. 

The wards in the Hardwicke appeared to be rather over- 
crowded, on account of an epidemic of scarlatina, which we 
trust is only temporary. We are of opinion that a space of 
at least four feet should intervene between each bed, for 
better ventilation, to permit the use of a portable bath, and 
for the attendance of students at clinical instruction. 

The cost for surgical and medical appliances for the year 
ending 31st March, 1886, appearing rather high, amounting to 
a sum of £449, we addressed a communication to the Gover- 
nors on this subject, in order if possible to retrench the 
expenditure, and in reply the following letter was received : — 

House of Industry Grovemment Hospitals, 
Board-room, North Brunswick-street, 
Dublin, 24th day of February, 1887. 

Sm,~Adverting to your . letter of the 10th November last, and sub- 
sequent correspondence as to expenditure in these Hospitals for medical 
and surreal appliances for the year 1885-86, I am directed by the 
Board of Governors to transmit, for the information of the Board of 
Superintendence, the subjoined observations sui^jilied by the Surgeons in 
explanation of the matter : — 

Tlie Siu’geons, in reply to the letter which was addressed to them on the 
subject by the Board of Governors, say, — “That the large expenditure 
is due to the number of operations and accident cases treated, and to the 
increased cost of the special antiseptic dressings now employed in the 
treatment of wounds. The difference is further explained by the fact 
that we have as many surgical beds open as the total number (including 
medical) in several Hospitals in Dublin ; and it is therefore obvious that 
the expenditiu'e here must be much greater than is shown in those institu- 
tions. The Surgeons make the expenditure less than what it otherwise 
would be; They do not ask the Governors for many and very costly 
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sureical instruments. These are supplied hy the Surgeons themselves ; 

'“?oadd that the Governorshaveaccordinglyta^^^^ 

a reduction in the cost price of such articles as wadding, lint, tow, and 
ntlipv mpdical sundries, for tlie current year. ,, cn 

■\Vith regard to bandages, which also cost a large sum, the Surgeons 
have suiSted that specially woven bandages nnglit, with advantage, 
be substituted for the coarse flannel and calico now supplied iinda 
contract. The Board have adopted this suggestion also, and tiey 
have reason to expect that it will be attended with economy. 

I am, sir, your obedient servant, 

J. W. Hughes, Secretary. 

VV. J. Martin, Esq., M.n., Secretary, 

Board of Superintendence of the 
Dublin Hospitals, 3.5, Dawson street. 

Hardwicke. 

Eighteen patients remained in this Hospital on the 1st of April, 
1886 635 were admitted during the year, inoludmg one horn in 
the house; 579 were discharged; 60 died, giving a mortality of 
7-90 per cent, on the total number of case^ treated to a termma- 

^^The average daily number of beds occupied throughout the 
year was 38'75, and the time spent in Hospital by each patient 
averaged 21’65 days. 

■Whitworth. 

On the 1st of April, 1886, 69 patients remained in this Hospital ; 
668 were admitted, including 2 born in the wards ; 698 were 
discharged; 68 died, giving a mortality of 10-21 per cent, on the 
total number of cases treated to a termination.^ 

The averac-e daily number of beds occupied throughout the 
year was 56-65, and the time spent in Hospital hy each patient 
under treatment averaged 28 days. 


Richmond. 

There were 73 patients in this Hospital when the year com- 
menced; 751 were admitted; 698 were discharged; 34 died, 
giving a mortality of 4'64 per cent, on 732 cases treated to a 

termination. . , . 

The average daily number of beds occupied in the year was 
70-91 ; and the time spent in Hospital by each patient averaged 
31-41 days. 
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Tiomty-nmth Report of the Board of Lublin Hospitals. 7 
Steevens’s. 

We carefully examined the several departments of this Hospital 
and found the buildings in good order. The sewerage is said to 
be effective. 

The patients under treatment were carefully attended to, and 
the wards were well ventilated. Prescription and diet cards were 
properly filled up, and kept at the head of each bed. We ascer- 
tained that there was an ample supply of rubber sheets, draw 
.sheets, hand-towels, expectoration cups, feeding cups, and foot 
warmers. 

The corridor floors were stained and polished, which, to a cer- 
tain extent, renders them non-absorbent and easily cleaned 
without daily or frequent scrubbing. 

The post mortem room is placed some distance from the 
Hospital — it is properly lighted and drained, but requires a few 
shelves and other fittings. 

We were glad to be informed that the mill-race, formerly 
in the immediate rear of the Hospital, has been removed, the 
sanitary condition of the vicinity being accordingly much im- 
proved. 

On the 1st of April, 1886, 97 patients remained in Hospital ; 
1,220 were admitted during the year; 1,218 were discharged; 
34 died ; and 68 remained on the 31st of March 1887. 

The average daily number of patients in Hospital was 86'92, or 
the stay in Hospital of each patient averaged 24 days. 

The mortality on those treated to a termination was 2'71 per 
cent. 

The Meath. 

The condition of this Hospital gives evidence of its being con- 
ducted in all details with energy and efficiency, but to attain its 
fullest usefulness extended accommodation is required. We 
noticed that in two of the wards there were more beds than we 
considered desirable. We were, however, informed that the 
extra beds were only put up' temporarily for urgent cases, and that 
the Standing Committee hope soon to be in a position to erect 
additional wards, and so relieve the pressure on present accommo- 
dation. 

Since our last inspection the Entrance Hall and Accident 
Landinghave been laid with handsome tesselated pavement, which 
adds much to their cleanhiiess and appearance. 

This great improvement has been provided by the generosity 
of Mr. O’Reilly Dease. 

A hospital instrument case, well supplied with instruments, 
which are kept ready for any emergency, has been provided. 

The new splint-room we found well stored with the various 
kinds of splints and surgical appliances, which are arranged in 
order^ on shelves. There also are a number of portable trays, 
containing bandages, needles, ligatures, and all necessary require- 
ments for surgical dressings, ready for immediate use. 
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We found the baths in good order, with hot and cold water laid 
on ; but we should be glad to see porcelain baths more generally 
introduced into the Dublin Hospitals. 

The water-closets and lavatories are excellent, and suitably 
placed outside the main building, great attention being paid to 

ventilation of drains. i j 

We observed with pleasure the well-arranged and ventilated 
apartment where the patients’ wearing apparel is carefully stored 
in separate compartments on shelves, the bundles being stacked 
and numbered, a commendable example for other Hospitals. 

In the culinary department the samples of diet inspected 
appeared of excellent quality. 

The store-room appears to be quite inadequate tor the require- 
ments of the institution. 

The hydrants and fire-hose on each landing are said to be in 
good working order — also the disinfecting chamber, and the 
furnace for combustion of used bandages, poultices, _&c. 

We were informed that the bed clothes, &c., of all infected cases, 
when removed, are at once disinfected, and afterwards washed 

separately. . , , j 

The various books and registers were examined and appeared 
to be carefully kept, and all returns called for from time to time 
are furnished punctually. 

There were 99 patients in this Hospital at the commencement 
of the year ; 1,517 were admitted ; 1,148 discharged ; 76 died, 
and 92 remained on the 31st of March, 1887. 

The mortality was 6'22 per cent, on the total treated to a 

termination. ^ t m n j 

The time spent in Hospital by each patient a,veraged 24'11 days, 
and the average daily number of beds occupied during the year 
was 89-96. 


CoBK-STBEET. 

We found this Hospital on inspection in a creditable condition 
of order and cleanliness. ^ i 

The buildings were in sound repair, the wards were tidy, the 
floors well scrubbed. ^ , j • 

The bedding, blankets, .sheets, quilts, are all ample and m 
good order. ^ . . 

The sanitary condition of the epidemic house is improved by 
means of Tobin’s ventilating tubes ; baths have been put up in 
each ward, and wire-woven mattresses substituted for those 
heretofore in use. 

The wooden structure in the grounds has not been occupied 
since the last outbreak of small-pox, but is now^ ready for the 
reception of patients affected by any epidemic disease that may 
be deemed necessary to segregate. 

In case of an epidemic, extern water-closets would be more 
desirable than those which exist at present. 

These wards have been for a considerable time thoroughly 
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exposed to air and sun-light for purification and the interior of 
the planking has been varnished. 

We have been irfornied that the nurses are all efficient and 
are trained in the Hospital. They perform day and ni^ht duty 
alternately each month. ° 

The sewerage is said to be in good order with ample means 
tor nushing. ' ^ 

The arrangements made by the Managing Committee for the 
prompt conyiyance and admission of patients to this Hospital 
are very satisfactory. They tend to prevent the early spread of 
disease, and are consequently advantageous to the ratepayers 
At the commencement of the year 45 patients remained in the 
Hospital; 664 were admitted; 593 discharged; 59 died - 67 
remained on the 31st March, 1887. ’ 

The mortality was 9'05 per cent on those treated to a termina- 
tion. 

The average daily number of beds occupied was 62-09 - and 
the time spent m Hospital by each patient averaged 31-96 days. 


Rotunda. 


The condition of this Hospital on inspection was satisfactorjq 
the building being- in good condition and the sewerage said to be’ 
effective. ° 

The comforts of the patients are evident^ well attended to, 
and the rations are of good quality. 

The wards presented a cheerful appearance and the beds and 
bedding were properly looked after. 

We observed that the cards which were over each bed care- 
fully noted the name, the age, and the progress of the patient. 

The supply of linen is ample, so as to allow time for articles 
received from the laundry to be dried and aired previous to being 
sent to the wards. “ 

The linen-room is in the basement, it might be better situated 
for its purpose ; as at present it does not afford the desirable facili- 
ties for airing, mending, and issuing the articles. We suggest that 
if at all possible a more spacious, sunny, and well ventilated 
apartment be allotted for these important purposes. 

The post-mortem room is detached from the main building, 
but appears small. The mortuary adjoining has been constructed 
within the last year, and it seems to answer its purpose efficiently. 

The registers and account books were examined, and found to 
be carefully kept. 

On the 1st of April, 1886, there were 39 patients in the labour 
wards ; 1,443 were admitted during the year ; 1,203 were dis- 
chau-ged after delivery ; 243 were discharged, not ha-ying been 
delivered ; 7 died, and 29 remained in the Hospital at the end 
of the year. 

Twenty-four patients remained in the auxiliary, or in the 
department for chronic cases, on the 1st of April, 1886 ; 381 were 
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admitted; 371 discharged; 13 died in the year ended 31st 
March, 1887, and 21 then remained. ^ 

The mortality of the labour patients, deducting the -,4o non 
parturirt easel was -67 per .lent., and that of the chronic class 
was 3-38 per cent. 


COOMBE. 

When we inspected this Hospital the wards were clean and in 
«ood order. ■ The supply of linen for the requirements of the 

ilatients mioht with advantage be increased. 

sorry to find the straw used for the patients 
bedding stored in a dangerous position very near the kitchen, 
S lifble to risk from fire. This defective arrangement was 

^’°Ssfp“ctiv™t^^^^^^ the patients’ wearing 

apparel in L untidy condition; no valid excuse was afforded 

^^A^aSilnd w ventilated apartment should be allotted for 
this piirpose, which can be done without any great outlay of 
money, and all clothing supposed to be dirty should be fiist 
fumimited in a suitable apparatus before being put away. 

The outdoor department, which has been for many years a 
lirominent feature of this Hospital, continues to merit favour able 
Ltice. The practice of assigning students to attend (in company 
with a qualified assistant) on women in child-bed at their own 
homes, is for many reasons judicious, and important as a means 
of affording valuable instruction. , . , , • , 

The basmnent of the Hospital has been subject to occasional 
floodings, due to the overflowing of the Poddle river, a branch of 
Xchfims in front of the Hospital. To obviate this serioim 
defect all the timber-work (consisting of the joists and flooring of 
the six basement-rooms) has been removed together wi h the 
dwarf walls etc. The entire space thus left has been filled in 
with stones to an average, depth of twelve inches ; a layer of 
concrete four inches thick covers this and forms the flooring 
Each room is provided with a plug and screw tap, connected 
with the drain pipe in the basement, so as to take off surface 
water, in case of an exceptional influx. , , j 

The efficacy of these plugs has already been tested. 

The registries and books of finance appeared to be cai-efully 
and regularly kept, and all retimis required by this Board have 

"been promptly furnished. . ^ . , xi n i a -i 

Fourteen cases remained in labour waras on the 1st of April, 
1886 • 617 we admitted during the year ; 605 were discharged ; 
4 died j and 22 remained at the close of the year. 

Fourteen patients remained in the chronic wards on the 1st 
of April, 1886; 215 w‘ere admitted; 205 discharged; 6 died; 
18 remained at the end of the year. 

The mortality of patients admitted, to the labour wards, 
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deducting 181 that were discharged not having been delivered 
was 0'93, or 4 deaths in 428 confinements. ’ 

The mortality in the chronic ward was 2'84 per cent. 

The average daily number of beds occupied during the year 
by labour patients was 12-61, by chronic cases 13'95. 

The time spent in Hospital by labour patients averaged 7’29 
days, and that by the chronic class was 22'23 days. 

St. Maek’s. 

This Hospital continues to merit the favourable comments we 
have made in previous reports regarding its management Tlie 
patients were found in a satisfactory condition, and their require- 
ments appear to be carefully considered and adequately supplied. 

The food was of excellent quality and was served in a proper 
manner. 

On the 1st of April, 1886, 42 patients were in Hospital ; 618 
were admitted during the year ; 620 were discharged, and 40 
then remained. 

No death occurred during the year. 

The aver^-e daily number of beds occupied was 39'66, and the 
time spent in Hospital by each patient averaged 21-93 days. 

Incueables. 

The cleanliness and good order in the several departments of 
this Hospital attracted our notice. The state of the patients was 
satisfactory, and all appliances indicated great regard for their 
comfort and well-being. It seemed, howevei-, to us that it would 
be desirable to construct additional wards for the reception of 
cancer and consumptive patients, and that the present bath 
accommodation was scarcely sufficient for the requirements of such 
a large number of inihates. 

Since this Keport was drafted, the following letter has been 
received, which shows that the suggestions made are about to be 
carried into effect : — 

Hospital for Incurables, 

Dublin, 31st March, 1887. 

Sir, — Eefen-ing to your letter of the 17th instant, I am directed to 
say that a supplemental charter has recently been granted by the Queen 
giving the Governors and the Guardians enlarged po-vvens, -wMch it is 
hoped -will increase the usefulness of the Charity. 

The Governors contemplate alterations or additions to the Hospital, 
including -wards for cancer and consumptive patients, and increased 
bath-room accommodation, and a new laundry -with unproved machinery 
for cleansing the clothes. They have asked for plans to embrace these 
and other improvements, intended for the further comfort and relief of 
the inmates. 

Cancer is so much on the increase that it is found to be desirable to 
provide separate wards for patients afflicted with this disease. 
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ae eTpTovidtg tS 

are being m.de -tb tbe Teiepb- 

oommnnication may be available, 

and it will also be of muck use in other cases of mgency. 

I aiiij six’, your obediont servant, 

Thomas Bdwaed Geay, Registrai-. 

•Wm. J. Maetie, Esq., M.D., 

Secretary, Hospitals Board, 

36, Dawson-street. 

The arrangements for the extinction of hre in this and m the 

“ fxSSs “ rc“ t t’^lroVaW "by ‘tL 

1 th^vei and 165 remained on the 31st March, 1887 
t^litv <11'43 per cent, on the number (70) treated 

'"‘^TWveracre daily number of beds occupied throughout the 
yelr wi 165-91, and the time spent in Hospital by each patient 
averaged 257’69 days. 
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Appendix Ko. 1. Appendix . 

A Classified Ebtues of the Diseases of Patients treated in the 
Hakdwicke Pevek, Whitwoeth Medical, and Richmond Sdegioal — 
Hospitals ; of the number of such Patients affected with, and of the 
number that died of, any particular Disease during the Year ended 
31st March, 1887. 


House of Industry Government Hospitals. 
The Hakdwicke Fever Hospital. 


Disease. 


No. No. 
[Treated. Died. 


Disease. 


I No. No. 
Treated. Died. 


Ague, 

Alcoholism, 

,, Chronic, 
Apoplexy, Cerebral, 
Asthenia (Infant born and 
died). 

Bronchitis, Acute, 

Cholera, Nostras, - 
Colic, 

Coustipation, 

Cramps, 

Delirium tremens. 

Dropsy, after Scarlatina, . 
Dysentery, 

Eczema, 

Erysipelas, 

Fever, Simple, 

,, and Asthma, 

„ and Parotid Abscess, 
„ and Meningitis, 

„ Typhoid, 

„ ,, and Phthisis, 

,, „ and Typhus, 

„ Typhus, 

„ „ and Mania, . 

„ Puerperal, . 

„ Infantile, 

„ and Abortion, 
Gastritis, . 

Heart, Disease of, . . | 


Meningitis, 

~ . > and Scarlatina, 

1 Phthisis pulmonalis, 

1 Pleuritis, 

Pleuro-pneumonia, 

^ j, Double, 

3 Pneumonia, 

- ,, Alcoholic, 

Pymmia, 

Rheumatism, acute, 
Rubeola, 

Scarlatina, 

Sunstroke, 

Tonsillitis, 

Admitted as special attend- 
ants in charge of children, 

Total, . 

1 Deduct cases admitted 
8 during ;year 1886-87, in- 

I eluded in foregoing re- 

turn, butwhich died sub- 
7 sequent to 81st March, 

1887, -viz 

Fever and Menin^tis, 1 ) 
„ Scarlatina, 1 1 
1 „ Typhus, ij 

Total for year 1886-87, 


11 

1 

1 

2 

J 

1 

31 

I 

1 

3 

4 
326 


Hurdwicke 

Fever 

Hospital. 


Whitwoeth Medical HostiTAL. 


Abscess, Alveolar, . 

„ of Thigh, . 

Ague, 

Amenorrhoea, 

Anasarca, . 

Anemia, . 

Aneurism of Aorta, 
Apoplexy, . 

Arthritis, Chronic Eheu 
matic, . 


1 


Ascites, 


1 

1 

1 

- 

Asthenia (including two 


- 

cases of infants born in 



12 

- 

hospital). 

3 

0 

1 

17 

- 

Bright’s Disease, Acute, . 

14 

9 

- 

M Chronic, 

Bronchitis, Acute, 



1 

- 

62 


1 

1 

>> Chronic, 

>, and Emphy- 

18 




sema. 

2 

1 


[continued. 


Whitworth 

Medical 

Ho^ital. 


Printed image digitised by the UniWsity of Southampton Library Digitisation Unit 


14 


Appendix 

No. 1. 

Whitworth 

Medical 

Hospital 


Appendix to Twenty-ninth Report 0} the 

Whitworth Medical Hospital— 


Bronchitis, Capillary, 

Burns and Scalds on foot. 
Calculus, Kenal, . 

Cancer of Stomach, 

,, Uterus, . 

Caries of Vertehraj, 

Catarrh, Gastric, . 
Cellulitis of Neck, . 
Cephalagia, 

Cerebral Disease, ChroniC; 
Chorea, . _ • 

Cirrhosis of Liver, 

Colic, 

Colica Pictonum, . 

Conjunctivitis, 

Constipation, 

Convulsions, 

Corneitis, . 

Cramps, 

Croup, 

Cynanche Pharyngea, 
Debility, . 

Delirium Tremens, 
Diabetes, . 

Diarrhoea, . 

Dropsy, Cardiac, . 
Dysentery, 

Dvspepsia, . 

„ Atonic, . 

„ Irritatiye, 
Eczema, . 

Epilepsy, . 

Erysipelas, 

Erythema, . 

Eever, Simple, 

„ Enteric, 

,, Typhus (transferred 
to Hardwicke), . 

Fistula, Vesico Vaginal, 
Gastritis, . 

Gout, 

,, Rheumatic, . 
Haematuria, 

Haemoptysis, 

Haemorrhage, Uterine, 
Hemorrhoids, 

Heart, Valvular Disease 
Hemiplegia, 

Hepatitis, . 

Hydrocephalus, Chronic 
Hysteria, . 

Icterus, 

Laryngitis, 

Lead Palsy, 

Lead Poisoning, 
Locomotor Ataxy, . 
Lumbago, . 

Lymphonia, 

Mania, Acute (1 transfer! 

to Asylum), 
Masturbation, 

Meningitis, 

, , Tubercular, 
Menorrhagia, 


No. 

Treated. 

No. 

Died. 

Disease. 

No. 

roatod. 

No. 

)icd. 

1 


Nephritis, Tubercular, 

1 

. 

1 

- 

[jTeuralgia, Intercostal, 

1 

- 

1 

_ 

Otalgia, 

1 

- 

3 


Palpitatio Cordis, . 

3 

_ 

2 


Paralysis, . 

„ Infantile, 

4 


1 

_ 

1 

- 

1 

_ 

Paraplegia, 

1 

- 

1 


Periostitis, . 


- 


_ 

Pertussis, . 


- 



Phthisis Pulmonahs, 

79 

20 

1 

_ 

„ Laryngeal, 

1 

1 


2 

Pleuritis, , 

11 

- 

4 

_ 

Pleurodynia, 

2 

- 

2 

_ 

Pneumonia, 

20 

3 

1 


Polypus Uteri, 

1 

~ 

9 

_ 

Psoriasis, . 

3 

— 

3 

_ 

„ & Cardiac Disease, 

1 

- 

1 

_ 

Ptyalism, . • 

1 

- 

i 

_ 

Rheumatism, Acute, 

31 

- 


3 

„ Chronic, 

25 

_ 

4 

_ 

Scabies, 

1 

- 

14 


Sciatica, . . • 

2 

- 

8 

„ 

Sprain of Foot, 

1 

- 

0 

2 

„ Wrist, . 

1 

- 


_ 

Spine, 

1 

~ 

0 


Stricture of the (Esophagus 



3 

_ 

(Malignant), 

1 

- 

6 

_ 

„ Urethra, . 

1 

_ 

1 

_ 

Struma, . . • 

1 

- 

1 

_ 

Syphilis, . 

2 


11 

_ 

Tsenia solium. 

1 

- 

5 

_ 

Tonsillitis, . 

Tumour, Malignant, in 

6 

- 

2 

_ 





Abdomen, . 

1 

- 

11 

_ 

„ Ovarian, 

2 

2 

6 

1 

Ulcer on Leg, 
Uterus, Tumour of, 

4 

1 

! 

2 


Still under Treatment, 

33 


1 


Admitted as Special Attend- 



29 

_ 

ants on infants and young 



1 

- 

children, 

10 

- 

2 


Total (including two 



15 

1 

born), 

668 

66 

3 


Add Cases admitted on 



35 

6 

or prior to 3lst March, 





188(), but which died 
during year ended 31st 



1 

- 



1 


March, 1887, viz.:— 
Phthisis Pulmonalis, 



6 

_ 

- 

2 

3 

- 

Scrofula, . 

- 

1 

3 

- 

Total, . 

668 

69 

2 


Deduct Case admittec 



3 

_ 

during year ended Slst 



1 

- 

March, 1887, in_ present 
return, but which died 
subsequent to that date. 




_ 



1 

_ 

viz. : — 



1 

- 

Bright’s Disease (Acute), . 

- 

1 

3 

2 



- — 

3 

* 

Total for yeai’ 1886-87, 

6ti8 

' 68 
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Riohmokd Suegical Hospital. 


Abscess, Iliac, 

„ Psoas, 

„ SiDiple, . 

„ Post-pharyngeal, 
Aneurism, » 

Anthrax, . 

Arthritis, . 

Asphyxia, 

Bronchitis, acute, 

Bronchocele, 

Broncho-pneumonia, 

Bubo, 

Burns and Scalds, . 
Bursitis, 

Calculus, in Bladder, 
Cancer of Eye, 

,, Uterus, . 

,, Pace, 

,, Breast, . 

, , • Kidney, . 

,, CEsophagus, 

,, Eectum, 

,, Tongue, 

,, Penis, . 

,, Stomach, 

Caries of bones of Hand, . 
„ Spine, 

„ Bones of Foot, 

„ Sacrum, . 

Cataract, , 

Chancre, . 

Choriditis, . 

Concussion of Brain, 

„ Spine, 
Condyloma, 

Conjunctivitis, 

Contusion, . 

Convulsions, 

Coxitis, 

Croup, 

Cystitis, 

Delirium Tremens, 
Dysentery, acute. 

Ecthyma, . 

Ectropium, 

Eczema, 

Empj'ema, 

Epididymitis, 

Epistaxis, . 

Erysipelas, 

Erythema, 

Fistula, in Perineo, 

„ Ano, 

Fracture of Arm, 

M Beg, 

„ Clavicle; 

„ Bibs, 

„ Femur 
Skull, 

5 , Os C^cis, 

5, Patella, 

,, Toe, 

„ Finger, 

M Pelvis, 


No. No. 
iTi'oated. Oicd. 


No. I No. 
Treated. Died. 


Fracture of Astragalus, 

,, Superior Max 
ilia, 

Floating Kidney, 
Gonorriicea, 

Htematuria, 

Hajmorrhoids, 

Hare lup, . 

Hemiplegia, 

Hepatitis, 

Hernia, Ventral, 

„ Inquinal, 

„ Strangulated. 
Hydrocele, 

5» of Neck, 

Hysteria, . 

Ichthyosis, 

Impetigo, . 

Iritis, 

Laryngitis, 

Leucorrhcea, 

Lupus, . . . , 

Luxation of Sacro-iliac Joint! 

,, Lymphadenitis 

Naevus, 

Necrosis, of Phalanx, 

,, Femur, 

,, Rib, . 

,, Jaw, . 

,1 Tibia, 

,, Humerus, 

,, Radius and 

Ulna, 

Nephritis, 

Neuralgia, . 

(Edema Glottidis, . 

Onychia, . , 

Ophthalmia, 

Orchitis, . 

Osteo-Sarcoma, 

Otitis, 

Paralysis, Bell’s, . 
Paronycliia, 

Pemphigus, 

Periostitis, 

Peritonitis, 

Pernio, 

Phrenitis, . 

Phthisis, Pulmonaiis, 
Pneumonia, 

,, Typhoid, 
Prostate, enlarged, 

Psoriasis, . 

Rheumatism, chronic, 
Sciatica, 

Scarlatina and Hernia, 
Sarcoma, . 

Scrofula, . 

Spleen, enlarged, . 

Sprain, 

Strabismus, 

Stricture of Urethra, 
Synovitis, . 

Syphilis, Hereditary, 


1 

J 

1 

3 

n 

4 j 

4 I 


7 I 

1 

4 I 
14 t 


n 

2 

2 

4 • 
1 

5 
2 
2 
1 
i 
I 
4 
1 
1 


7 

4 

1 

2 

6 

i 

22 

1 

12 I 
10 


Appendix, 

No. 1. 

Richmond 

Surgical 

Hospital, 
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Appendix. 

No. 1. 

]iichm07id 

Snrpical 

Hospilal. 


Meath 

Hospital. 


A^Q'nhd'ix to Twe^ty-TiMith MepoH of the 

Eiohmond Sursioal Hospital— cowiwwed 


Disease. 

No. 

Treated. 

No. 

Dioil. 

Syphilis, Primary, 

21 

_ 

„ Secondary, 


“ 

„ Tertiary, 


“ 

Talipes, Varus, 



„ Equinus, 

Equino-varus, 

1 


,, Valgus, . 



Tonsillitis, . 



Torticollis, 

2 


Tracheal Fisula, . 


“ 

Tumour, Parotid, 


” 

„ Gluteal, 


- 

,, of Hand, 

2 

~ 

, , of Head, 

1 

- 

, , of Breast,^ 

a. 

- 

Ovarian,' 

5 

■■ 

Ulcer of Leg, 

33 


,, Palate, 


- 

,, Nose, 


- 

Urine, Retention of, 

„ Infiltration of, 





Varix, 



Varicocele, 



Wound of Abdomen, 



Eye. 

3 


„ Peg, 



„ Arm, . 


- 

„ Foot, 

4 

- 

Pharynx, 

! 1 

- 

,, Hand, . 

' 3 

i 



Wound of Head, . 

„ Throat, 

Admitted as special attend- 
ants in charge of children , 

Total, . 

Add cases admitted on or 
prior to 31st March, 1886, 
but which died during 
year ended 31st March, 
1887, Tiz 

Fracture, Extra-capsular, 
of Femur and Bright’s 
Disease, . 

Morbus Coxae, 

Ditto, ,& Caries of Spine, 

Spine, Cur-vature of, and 
Phthisis, 

Syphilis, Hereditary, 

Total, . 

Deduct ease admitted dur- 
ing year ended 31st 
March, 1887, included in 
present return, but which 
died subsequent to that 
date, viz. : — 

Caries of CEsophagus, 

Total for year 1886-87, . 


No. No. 
Treated. Died. 


751 


Meath Hospital, Year ended 31st March, 1887. 


Abscess, 

Adenitis, . 
Albuminuria, 
Amenorrhoea, 
Anetirism, 

Anthrax, . 

Aortic Patency, 
Apoplexy, . 
Arthritis, . 
Ascarides, . 

Ascites, 

Asthma, 

Bronchitis, Acute, 

„ Chronic, 
Burns and Scalds, 
Bursitis, 

Calculus, . 

Cancer, 

Cardialgia, 

Catarrh, 

Chlorosis, . 

Chorea, 

Cirrhosis, . 
Concussion, 


34 


Conjunctivitis, 

3 

4 

_ 

Constipation, 

16 

3 


Contusion, 

26 

2 

_ 

Convulsions, 

3 

3 

2 

Croup, . • 

4 

1 

_ 

Cystitis, 

9 

8 

_ 

Delirium Tremens, 

5 

3 

1 

Debility, . 

54 

2 

_ 

Diabetes, . 

3 

3 

_ 

Diarrhtoa, 

7 

7 

_ 

Dyspepsia, . 

32 

3 

- 

Epistaxis, . 

2 



Erysipelas, 

6 


• 

Fever, 

5 

20 

3 

„ Enteric, 

20 

• 7 

_ 

„ Typhus, 

1 

1 


Fistula, 

3 

17 

3 

Fracture, . 

61 

15 

9 

Gangrene, . 

1 

7 

- 

Ganglion, . 

1 

23 

_ 

Gastritis, . 

3 

3 

_ 

Haemoptysis, 

7 

2 

I 

Haemorrhoids, 

7 

4 

- 

Henia, 

3 
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Meath Hospital — continued. 


Appendix- 
No. 1. 



HepatitiS) • 

Hydrocele, ^ , 

Hypochondriasis, 

Hysteria, ■ 

Immersion, 

Intestinal obstruction. 
Laryngitis, • 

Lupus, • 

Lymphadenoma, 

Luxation, • 

Morbus Coxae, 

Mitral Valve, disease c 
Myelitis, . 

Necrosis, . 

Nephritis, . 

Neuralgia, . 

Orchitis, . 

Otorrhcea, . 

Paralysis,^ . 
Paronychia, 

Periostitis, . 
Peritonitis, 

Phimosis, . 
phlegmasia dolens. 
Phthisis Pulmonalis, 
Pleuritis, . 
Pneumonia, 

Poisoning by, 


Psoriasis, . 

Rectum, 

Rheumatism, Acute, 

,, Chronic, 
Sciatica, 

Scarlatina, 

Scrofula, . 

Sprain, 

Spine, 

Skin disease. 

Stricture of CEsophagus, 
,, Urethra, 
Synovitis, 

Syphilis, 

Talipes, 

Tonsillitis, 

T^our, 

Ulcers, 

Uterus, 

Varix, 

Wound, 


1 

51 

6 

40 

18 

42 

4 
39 

5 
33 
30 

9 

8 

12 

16 

46 

3 

4 
67 


Total, • .11.211 

In hospital, 1st April, 1886, 

Total treated, 


Steevens’s Hospital, Year ended 31st March, 1887, 


la, 


Ague, 

Amenorrhcea, 

Anajmia, 

Anthrax, 

Apoplexy, 

Arthritis, 

Ascites, 

Bronchitis, Acute, 

„ Chronic, 

Buho, . • 

Bums aud Scalds, . 
Calculus in Bladder, 
Cancer of Tongue, 

„ Rectum, 

,, Omentum, 

Cancrum Oris, 
Cardialgia, 

Cataract, . - • 

Catarrh, 

Cephalagia, 

Chancre, . 
Chlorosis, . 

Chorea, 

Cirrhosis of Liver, , 
,, Lung, . 

Colic, 

ColicaPictonum, . 
Concussion of Spine, 
„ Brain, 
Condyloma, 
Conjunctivitis, 


56 

2 

3 

27 

3 

1 

4 

2 
12 

28 
30 
13 

2 

3 

3 


Constipation, 

Contusion, . 

Convulsions, 

Corneitis, . 

Cystitis, 

Delirium Tremens, 

Diabetes, . 

Diarrhce^ . 

Dyspepsia, 

Dysuria, 

Ecthyma, . 

Eczema, 

Emphysema, 

Enteralgia, 

Enteritis, . 

EpUepsy, . 

Epididymitis, 

Epistaxis, • 

Epithelioma, 

Erysipelas, 

Erythema, 

Fever, Typhoid, 

,, ROtheln, 

„ Febricula, 

„ Measles, 

,, Scarlatina, 

Fistula Perinael, 

Fracture of Tibia andFibulal 
„ Fibula, 

„ Clavicle, 

„ Ribs, . 


Steevens's 
' Hospital. 


{continued. 
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Appendix, 

No. 1. 

Steevens's 

Hospital, 


Appendix to Twenty-ninth Report of the 

Stebtbns’s Hospitai — continued . 


Disease. 

No. 

Traatcc 

No. 

Diod 

Disoaao. 

No. 

Treatcc 

No 

Diod, 

Fracture of Radius, 

„ Femur, 

„ Humerus, 

,, Tibia, . 

,, Lower Maxilla 

,, Base of Skull, 

,, Elbow Joint, . 

,, Intracapsular 

of Femur, . 

Furuncle, . 

Gangrene of Leg, ► 
Gastritis, . 

Goitre, 

Gonorrhoea, 

Ha^matocle, 

Haemoptysis, 

Hasmorrlioids, 

Heart, Disease of, . 
Hrematemesis, 

Hepatitis, . 

Hernia, 

Herpes, 

Hydrocele, 
Hypochondriasis, . 
Hysteria, . 

Icterus, , , . 

Iritis, 

Laryngitis,. 

Locomotor- Ataxy, 
Lumbago, . 

Lupus— Nose, 

>1 Ear, 

Luxation of Shoulder, 

,, Radius and Ulna, 
Hip, , ; 

Mania, 

Morbus CoxK, 

Melffiua, . . 

Menorrhagia, . 

Meningitis, . | 

Mitral Valve, Disease of, . 
Myelitis, . 

Nrevus, 

Hecrosis, Lower Jaw, 

,, Phalanges of 

Finger, 

,, Phalanx of Toe, 

,, Humerus, l ; 

Metatarsus,!, 

,, Tarsus,]; Tibia, 2 , 
Nephritis, . 

Neuralgia, . . * 

Ophthalmia, . [ 

Orchitis, 

Ovaritis, , 

Paralysis, Bell’s, . 

, , Left Hand, 

, , Agitaus, 

Paraplegia, 

9 

9 

9 

9 

4 
2 
2 

1 

5 

1 
9 

2 

22 

3 
5 
9 

10 

2 

1 

4 
2 
3 

5 
9 
3 

3 

4 
2 

5 

6 
1 
4 
1 
1 
1 
8 
1 
1 
3 
7 
2 
2 

1 

1 

] 

2 

3 

4 
4 
3 

12 

2 

2 

1 

1 

1 

1 

3 

1 

3 

1 

Paraphyraosis, 

Paronychia, 

Parotitis, , 

Pemphigus, . 

Peritonitis, 

Pharyngitis, 

Phimosis, . 

Phlebitis, . 

Phthisis Pulmonalis, 
Pleuritis, . 

Pleurodynia, 

Pneumonia, 

Podagra, 

Prostatitis, 

Psoriasis, . . , 

Purpura, . 

Pyrosis, 

Rachitis, . 

Rectum, Prolapsus, 
Rheumatism, Acute, 

„ Chronic, 

Roseola, 

Rupia, . . , 

Scabies, 

Sciatica, 

Sarcoma, . 

Scrofula, . 
Spermatorrhoea, . 

Sprain, 

Spine, Lateral Curvature, . 
,, Potts’, , 

,, Rachitic, . 

Stricture of Rectum, 

,, Urethra, 

Sycosis, 

Synovitis, . 

Syphilis, Primary, 

„ Secondary, 

„ Tertiary, 

Struma, 

Tetanus, Traumatic, 
Tonsillitis, 

Tumour, Neck, 

» Eye, 

,, Mouth, . 

„ Face, 

„ Uterus, , 

„ Abdominal, 

,, Supra Orbital, . 

„ Maxillary, 

, , Popliteal, 

Urticaria, . . 

Uterus, 

Vaginitis, . 

Varicocele, 

Vertigo, . , 

Wounds, . 

Total, 

3 

3 

1 

1 

2 

3 

5 

3 

37 

C 

2 

15 
1 
-1 
5 

3 
2 
1 
2 

b8 

34 

1 

4 
3 
9 
1 
1 
3 

37 

3 

4 
1 
2 
8 
2 

18 

3.5 

17 

10 

4 

1 

16 
1 
1 
1 
J 
1 
1 

1 
] 

1 

1 

43 

2 
3 
2 

70 

1,317 

9 

2 

1 

1 

34 
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Board of Dublin Hospitals. 

ROTUKDA LYINO-IN HOSPITAL, DUBLIN. 
^yncecological Depcf/t'tment. 

of Diseases treated dui-iug Year ended 31st Marcli, 1887 

I,? I xiypochondriasis, 

Leucocytb^mia, 

Rectocele, . 

Conical Cervix, . 
ribro-sarcoma, . • 

Retained Placenta (part), 
Constipation, 

Abscess, Labial, . 

,, Iliac, 

,, Mammary, . 

,, Vaginal, 

CEdima of Pregnancy, 

Tuberculax Peritonitis, 

Metritis, . _ • 

Hyperinvolution, 

Perimetritis, 

Acute Pharyngitis, . 
Vaginismus, 

Carcinoma of Rectum, 

Pregnancy, • ^ •. 

Extra Utenne, . 
Contracted Pelvis, 
ivith Fibroid Tumour. 
Normal, 

Convalescence after Delivery, 


19 


PUegmSiaAWabolenB 

Cellulitis, . 

Hffiinatocele, 

Menorrhagia, 

Retroflexion, 

Retroversion, _ 

Metritis and Submvolutipn 
Fistula Vaginal, 

Carcinoma and Sarcoma, 

Fibroma and Polypus, . 

Pelvic Tumour, . 

Amenorrhcea, 

Dysmenorrhcea, • • 

Ovarian Tumours, 

Ovaritis, • • 

Urethral Caruncle, . 

Carcinoma of Liver, 

Phthisis, • ; 

Nephritis, Chronic, 

Cystitis, • _ *. * 

Laceration of Perineum, 

Syphilis, • • • 

Vaginitis, • 
llamorrhoids, 

Rotunda Lying-in Hospital. 

i olon ni.liftr Reoiiested Particulars. 


Appendix. 

No. 1. 

Rotunda 
4 Lying-in 

1 Hospiial- 

2 
3 
1 
I 
1 ' 

. 2 
1 


Total, 


4 

1 

20 


405 


Labour Debartmest. 

CsROsic (Aoxit-uht) I 
1 Dep-vrt^iext. j 

Cause of Death. 

ji^amitted.|peUvered. 

1 Died. 1 

1 Admitted.! Died. 
HO. 1 , 




• Xi-ve ftiid a hall weeks after delivery. 
} Died leahourB after deliveij. 


Pysmia.* 

Septiesmia after Ovariotomy. 
Septic Pleuro-pneumouia. 

' Septienauia with Mania., 

CoUapse after Myotomy. 

Accidental andP.P- Ha 2 morrli 8 ge. 
Pleuro Pneumonia. 

Bursting of Extra •Uterine Fretus. 
Maligohnt Ahdomtoal Tumour. 

' Acute Phthisis. 

Ante end P.P. Htomorrhage from 
Hydatld.t 

i I Tubercle of Peritoneum. 

; peritonitis after Ovariotomy. 
Puerperal rcritonitia 
Obstruction of Bowels after Myo- 
tomy. 

Broncho Pneumonia. 

Peritonitis with Cellulitis. 
Bright's Diseaae.t 
Died after operation for Fibroid 
Tumour from profuse Ilaimorr- 
hage.§ 

CouTulsions, Mania. 


+ Crossed in Liverpool boat tho night before. 
- s Died one hour after operation. 

B Vi 
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Appendix. 

No. 1 

Coomhe 

Lying-in 

Hosniial. 


20 Appendix to Twenty-ninth Report of the 

CoOMBE LyINO-IN HOSPITAL, 

Retubn of Diseases treated during the Year ended 31st March, 1887 
Chronic Wards. 


Abraded Cervix, 

Alcoholism, 

Abortion, 

Abscess, Mammary, 

„ Labial, . 

Amenorrhcea, 

Anteflection of Uterus, 

Bright’s Disease, 

Bursitis^ 

Cystitis, 

Cellulitis, . 

Debility, 

Dysmenorrhcea, 

Endometritis, 

Endocervicitis, . 

Epithelioma of Cervix, 

Fistula, Vesico-Uteriue, 

,, Recto- Vagina], 

Gastric Irritability, 

Gastritis, . 

Gastric Ulcer, 

Hajmorrhoids, 

Hsemorrhage, Secondary, 

Hysteria, 

Lacerated Perinjeum, . 

Lacerated Cervix, 

Malignant Disease of Bladder, 
j» ,j of Liver, 

jj „ of Pelvic Organs, 


Malignant Disease of Vulva, 

M >» of Omentum, 
Membranes retained, . 
Menorrhagia, 

Not specified, 

Ovarian Tumour, 

Procidentia Uteri, 

Peritonitis, 

Pregnancy, . . . , 

» , Excessive Vomitiuc of. 
Phthisis, 

Polypus Uterine, . 

Pneumonia, 

Retroflexion of Uterus, 
Retroversion of Uterus, 
iSyphilis, 

Stenosis of Os Uteri, . 
Subinvolution, 

Tumour — Fibroid of Uterus. 
Vaginitis, ... 
Vaginismus, 

Vascular Tumour of Urethra, 
Vesical Calculus, 

Vesical Irritability, . 


Total under treatment during 
year 


Eetuee showing Number of Deatpis in Cheonic Waeds, during the 
year ended 31st March, 1887, with other Requested Particulars. 



Chronic 
iHogistcr 
' No. 

. -Ago. 

Years. 

1 

Date of 
Admission. 

Date of 
Death. 

Labour 

Register 

No. 

Date of 
Delivery 
within one 
Mojith 
ante Death. 

Cause of Death. 




1886. 

1886. 




1 

4 

41 

7 April, 

1() April, 

- 

- 

Peritonitis after Ovario- 

2 

3 

20 
90 i 

41 

50 

7 May, . 
1 4 Aug. , . 

■ 26 May, . 
21 Aug.,. 

_ 

- 

tomy. 

Peritonitis, Ovariotomy. 
Obstruction of Bowels 








caused by suppurating 

4 

114 

62 

16 Sept., . 

13 Oct., . 

- 

_ 

Ovarian Cysts. 
Malignant disease of 

6 

; 139 

60 

ll Nov., . 

8 Dec., . 

- 


Pelvic Viscera. 
Chronic Septictemia 








after operation for re- 
moval of Epithelioma 




1837. 

■ 1887. 



of the Vulva. 

6 

I7.fj 

42 

31 Jan., . 

10 Feb., . i 

- 

~ 

onock after operation for 





i 



i 

removal of large Uter- 
ine Fibro-myoma. 
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Appendix. 

No. 1. 


^ Number of Deaths in Labour Wa^s, dnrmg the 

® PaiWais. 



■ 



1886. 

1886. 

1856. 

1 

2 

40 

231 

31 1 
38 

6 May, . 
1 Oct., . 

6 May, . 

1 Oct., . ' 

6 May, . 
4 Oct, . 

3 

j 279 

30^ ' 

1 5 Nov., . 

6 Nov., . 

6 Nov., . 

4 

i 294 

1 

34 

j 23 Nov., . 

24 Nov., . 

25 Nov., . 


Phthisis. 

I Cirrhosis of Liver and As- 
1 cites. 

1 Shock after Porros operation 

for rupture of Uterus. 

1 Peritonitis. 


Hospital fob Incurables, Year ended 31st March, 1886. 


Abscess of Lung, . 
Aneurism of Aorta, 

Angina Pectoris, . 

Aortic Patency, _ • 
Arthritis, Chronic Rheu 
matic, 

Asthma, 

Bronchitis, Acute, 

„ Chronic, 

Cancer of Pace, 

Lower Jaw, 
Mouth & Tongue 
Breast, . 
Stomach, 

Colon, . 
Rectum, 

„ Penis, . 
Cancroid of Knee, . 
Carcinoma Uteri, . 

Caries of Tarsus, . 

„ Vertebrae, . 
Chorea, 

.hstula in Ectopia Vesicae 
Gastritis, . 

Haemorrhage, Intestinal, 
Hajmorrhoids, 

Heart, Disease of, . 


Hemiplegia, 

Hydrocephalus, 

Lumbago, . 

Lupus of Pace, 

Morbus Coxae, 

Menorrhagia, 

Necrosis of Femur, 
Nephritis, . 

Paralysis, . 

„ AgitanS; 
Paraplegia, . 

Phthisis Pulnionalls, 
Prolapsus Uteri, ' . 
Prostate, enlarged, 
Rheumatism, Chronic. 
Spine, Curvature of, 

„ Meningitis, 

Tabes, Dorsalis, . 
Tumour, Cancerous of 
Abdomen, 

, , Fibrous of Uterus, 
,, Ovarian, 

,, Malignant of Leg, 
Uterus, Enlargement of, 
Ulcer, Gastric, 
of Leg, 

„ MalignantofThigh, 


I-Jospital 

for 

_ Incurables. 
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Appaidin. COEK-STBEET Fevee HOSPITAL, 7eap ended 31st March, 1887. 


No. 1. 

Cork-itreet 

B^ver 

Hospital. 


Disease. 

No. 

Troatac 

No. 

Died, 

Disease. 

No.' 

Ticatod 

1 No. 
1 Difli 

Bronchitis, Acute, 

18 


Meningitis, . 



Cardiac Disease, . 

I 

_ 

Mothers of Infantn, 

12 


Cerebral ,, 

I 

] 

No Disease, 



Cellulitis, . • . 

1 


Nephritis, . 

2 


Constipation, 

2 

- 

Observation Case, . 



Delirium Tremens, 


_ 

Perityphilitis, 

1 


Diarrbcea, . 

7 

_ 

Peritonitis, 


1 

Diphtheria, 

2 

J 

Pleuritis, 



Debility and Senile decay, 

4 

1 

Pneumonia, 



Dysmenorrheea, 

I 

_ 

Pyrexia, 

I 


Erysipelas, 

10 

_ 

Eenal Congestion, . 



Fever, Enteric, 

46 

5 

Rheumatism, Acute, 

10 


„ Simple, 

32 

- 

Scepticajmia, . . 

1 


■ 1 ) Typhus, 

61 

7 

Stomatitis, . ... 

1 


Scarlatina, 

325 

26 

Surgical Case, 

1 


Measles, 

13 

_ 

Tonsillitis, . 

12 


Eotheln, 

5 


Tuberculosis, 

2 


Gastritis, Inflammation 



Uterus, Disease of, 

1 


Malign, . 

2 

1 

Varicella, . 



Hepatitis, . 

1 

1 




Hysteria, . 

1 

_ 

Total admitted, 



Intestinal Catarrh, 

1 

_ 




Infants of Patients, 

4 





Mania, Acute, 

1 

_ 




Marasmus, . 

1 

- 

Mortality on cases treated 



Melaena, 

1 

_ 


_ 


Metritis, 

1 

- 





"WESTMORELANri LocK HOSPITAL, Year ended 31st March, 1887. 


Abscess, Labial, 

. 12 


Di.arrhcea, . 



,, Periostial, 

l 

_ 

Dysuria, ' . 

5 

1 

„ Rectal, 

1 

_ 

Ecthyma, Syphilitic, 

2 


„ of various other 

parts, . 

12 


Eczema, 
Enteritis, » 

3 

1 

- 

Adenitis, . 

12 

- 

Eruption, Papular, 

14 

_ 

Alcoholism, 

2 

1 

' „ Pustular, 

5 


Amenorrhma, 

1 

_ 

„ Rupial, . 

1 


Amentia, . 

1 

_ 

Excoriation, 

6 


Ansemia, . . 

4 

- 

Fissures of anus, . 

2 

_ 

Bronchitis, 

2 

_ 

Fistula, 

3 

_ 

Bubo, 

22 

_ 

,, Vesico-vaginal, . 

1 

_ 

,, and Chancre, 

1 

_ 

Furuncle, . 

1 


„ and Gonorrhoea, . 

1 

- 

Gangrene, . 

1 

_ 

Burns and Scalds, . 

1 

- 

Gastrodynia, 

2 


Cachexia, Syphilitic, 

1 

- 

Gleet, 

4 


Caries, 

2 

_ 

Gonorrhoea, 

54 

_ 

Catarrh, 

1 

_ 

„ and Adenitis, 

2 

_ 

Cephalalgia, 

2 


„ and Fissures, . 

1 

_ 

Chancre, . . , 

C6 


,, and Ovaritis, . 

1 


„ and Gonorrhoea, . 

2 

_ 

„ & Rheumatism, 

1 


Chancroids, 

63 


„ and Syphilis, . 

3 

_ 

„ and Gonorrhoea, 

5 

_ 

„ and Vulvitis . 

1 

- 

Colic, 

1 

_ 

Hsemoptysis, 

1 

- 

Condylomata, 

19 

- 

Ha3morrhoids, 

1 

_ 

Conjunctivitis, 

5 

_ 

„ & Excoriation, 

1 

_ 

Contusion, . . 

3 

- 

Hepatic Disease, . 

2 

- 

Cynanche, . 

15 

1 

Herpes, 

i 

- 

Debility, . 

1 

~ 

„ Labialis, . 

1 



icontinwKi- 
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Board of Dublin Bospitala. 
Westmoeela™ Lock Hospital— 


J.ppendix 


Herpetifoim Sore, . 

Hypertrophied Laoia, 

iSraimation of Knee, 

Iritis, Syphilitili • 
and Nodes, 

Laryngitis, Syphilitic, 

Lepra, Syphilitic. . 
Leucorrlicea, 

Menorrhagia, 

Metritis, • 

Mucous Patches, . 

,, Tubercles, 

Nodes, 

Ophthalmia, 

Ovaritis, 

Periostitis, . 

Phagadena, . ■ 

Plitliisis, Syphilitic, 
and Fistula, 
pleurodynia, 

Porrigo, 
pregnancy, 

Prurigo, 

Rliagades, . • • ' 

Rheumatism, Gonorrhoeal, 
Gonomiceal 
and Sprain, 

„ Syphilitic, . 

Rupia, 

Scabies, • •. 

,, and Syphilis, 

Sinus, 

Stomatitis, 

Struma, • ’ 

Syphilis, Congenital (in- 
cluding thirteen chil^en 
horn alive in hospital), 
Syphilis, Primary, . 

,, Secondary, 

„ Tertiary, 


No. 

Treated. 

: No. 
i Died. 

Disease. | 

No. 

Treated. 

No. 

1 Died. • 

! Weslmore- 



i 

land .Lock 


other 


Syphilis, and Ancemia, . j 

„ and Bubo, • 1 

I ,, andChancroids, . i, 
j Tumour, . • • i 

! Ulcer, Lupoid, 

Phagadeuic, • ' 

Tertiary, • • ' 

,, of throat, ' 
Ferforatingof palate, 
of palate, . 
of tongue, 
of nose, 

of lip, 

of cheek, 
of toe, 
of foot, 
of leg, 
of os uteri, 
of various 
parts, 

Chronic, . 

Syphilitic, . 

Urticaria, . 

Vaginitis, . 

Vulvitis, . 

„ and Chancre, 
■Warts, 

,, and Gonorrhcea, 
Whitlow, . ■ - 

Admitted, but left hospital 
declining examination, . 
Unsuitable case, . 
Undiseased Mothers ad- 
mitted with diseased 
Children, and undiseased 
Infants admitted with 
diseased Mothers, « 

Total for year 1886-87 , 


1 1 " Hospital. 
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Appendix to Twenty-ninth Report of the 


EfiTDRN of tlie Diseases affecting 660 In-Patients treated in the Wards, and 
3,S06 Mew Out-Patients treated at the Dispensary, together with the 
Mnmber of Operations performed in St. Mark’s Ophthalmic Hospital 
during the year ended 31st March, 1887. 


Summary. 


Diseases op the Eye. 

In Patients. 

1 Out-Patients. 

I Gross Total. 

Operations. 

1 ”■ 

F. 

Total 

M. 

F. 

Total 


1 '■ 

Total. 

1 

1 '■ 

jxofRi 

Palpebrae, 

Conjunctiva, 

Cornea, 

Sclerotica, 

Uvea A. Iris, 

B. Chorioiclae et Corpu 
Cilliare, 

Corpus Vltreum, 

Retina et Nervus Opticus 
Glaucoma, . 

IBulbus, 

Lens, 

Refvaotio, . 
Accommodatio, 

Musculi et Nervi, . 
Orbita, 

Organa Lacbrymalia, 
Total, 

44 

51 

1.^2 

14 

78 

65 

16 

37 

22 

26 

1-00 

49 

3 

33 

3 

10 

48 

46 

12.3 

3 

60 

23 

5 

14 

13 

14 
55 
27 

9 

14 

92 

97 

255 

17 

138 

88 
21 
51 
35 
40 
■ 155 
76 
3 
42 
3 
24 

257 

421 

498 

13 

160 

84 

24 

95 

27 

26 

102 

233 

48 

101 

4 

23 

264 

339 

406 

102 

42 

15 

22 

15 

12 

160 

240 

48 

78 

5 

33 

521 

760 

904 

20 

262 

126 

39 

117 

42 

37 

262 

473 

96 

179 

9 

56 

301 

472 

630 

27 

238 

149 

40 

132 

49 

51 

202 

282 

51 

134 

7 

33 

312 

385 

529 

10 

162 

05 

20 

36 

28 

26 

215 

267 

48 

87 

5 

47 

613 

857 

1,159 

37 

400 

214 

60 

168 

77 

77 

417 

549 

99 

221 

12 

80 




683 

454 

1,137 

9 

27 

3 

42 

2.115 

1,788 

3,903 

2,798 

2,242 

5,040 

472 

|- 40 
15 

302 

774 

Diseases of the Ear. 

Auricle and Meatus, . 

Tympanum, 

Labyrinth, , 

VariouB, 

Total. 

7 

18 

2 

20 

2 

9 

1 

22 

197 

284 

16 

121 

126 

273 

10 

323 

557 

25 

203 

204 

302 

17 

141 

■ 128 
282 
11 
104 

332 

564 

28 

245 

SO 

9 

70 

24 

47 

34 

64 

617 

-491 

1,108 

664 

525 

1,189 

55 

39 

94 

Total Eye and Ear 
Diseases, . 

730 

488 

1,218 

2,732 

2,279 

5.011 

3,462 

2,767 

6,229 

612 

332 

844 

Old cases in hospital at ^ 
commencement of year { 
1886-87. j 

19 

23 

42 

- 

- 

- 

19 

23 

42 1 

- 

- 

- 

year 1886-87, 

749 

511 

1,260 

2,732 

2,279 

5,011 

3,481 

2,790 

,271 

627j 

341 

663 
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Tabie No. 2, showing the 
the year ended 31st 
EsTABtisiiKENT, and for 
such Buildings. 


, , , 1. 4. Appc - ndix , 

Avbbagb Cosh per Bed occupied throughout — 
Maboh, 1887, for Maistehanob, and for 
both, exclusive of Buildings and furnishing Ammae 

Bed'mW. 


Name 

OK Hospital. 

Average 
daily 
number 
of Beds 
occupied 
through- 
out the 
year. 

Average annual 
cost per bed 
for 

•Maintonanco. 

Average annual 
cost per bed 
for 

f Establishment, 
exclusive of 
buildings and 
furnishing such 
buildings. 

Average annual 
coat per bed for 
Maintenance 
and for 

Establishment, 
exclusive of 
buildings and 
furnishing such 
buildings. 



A s. d. 

£. s. d. 

. £ s. d. 

Westmoreland Lock, • • 

64-65 

13 8 11 

21 4 0} 

37 12 6 

Steevens’6, . . • • 

86-92 

20 19 

80 14 

51 13 lU 

Meath, 

89-96 

20 1 U 

25 5 3 

45 6 I0.i 

Cork-Btreet Fever, . 

62-09 

15 9 2^ 

37 7 

52 10 4 

House of Indnstry, . 

166-81 

15 13 6| 

24 17 8 

40 11 2i 

Botunda Lying-in, . 

52-03 

18 18 8 

52 0 LU 

70 19 7A 

Coomhe do., • • 

26-55 

15 3 iU 

40 3 1 

05 7 Oi 

Incurables, . . • • 

165-91 

17 2 3* 

12 5 2^ 

29 7 5i 

St. Mark's, . . . • 

39-66 

.19 8 7 

22 5 

41 13 85 


medical applianooe. and clothing o pa ion s. servants. ratione of officera and sorvants, 

t KetaWiBhnient charges include Balanes of ofto . S eas-light, furniture, repairs, straw- 

bis 1 . 0 »TtaildTn 1 .!™d S such’bnildingi, atalionorr. printing, advertising, burial., 
oSn^ pensions, inoidontalo. and laundip oaponses. 
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Appm<Ux to Twenty-ninth Report of the 


Appendix. 

nTs. 

Income of 
Hoipiials, 


Appeitbix 

Table No. 3, showing the several Sources of Income of 


iNcojie 


Name 

OF Hospital. 

Govem- 
inont Grants 

Treasury 

Eooeipts 

under 

County 

Infir- 

Aets. 

Subscrip- 

tions 

and 

Donations. 

Bequest? 

Interest 

on 

Property. 

Assess- 
ments on 
County 0 
Dublin. 

A ssess- 
mentson 
City of 
Dublin. 

Houso, 
Landed, 
or other 
Property. 

- 

£ s. d 

£ s. d 

£ s. d 

£ s. d 

£ s. d 

£ d 

£ s:-d 

*. d. 

WestmorolaudLock 

2,000 0 0 

- 

- 

- 

_ 




Steevens’s, . 

1,300 0 0 

- 

329 19 0 

- 

284 0 7 

- 

150 0 0 

2,795 0 ft 

Meath, , . 

000 0 0 

SO 2 0 

1,441 8 n 

164 3 0 

232 10 8 

GOO 0 0 

300 0 0 

130 11 10 

Cork-street, , 

2,500 0 0 

- 

804 7 0 

0 7 8 

708 18 1 

- 

800 0 0 

213 9 7 

House of Industry, 

7,472 15 9 

- 

5 0 0 

- 

129 18 7 

_ 



Botunda Lying-in, . 

700 0 0 

- 

d314 7 3 

997 2 5 

804 0 6 


250 0 0 

300 9 6 

Coombe do. . 

200 0 0 

- 

318 16 0 

609 9 

84 5 9 

_ 

500 0 0 


Incurables, . 

250 0 0 

48 1 8 

1,202 12 8 

1,808 13 4 

2,832 17 6 

_ 

500 0 0 

81 7 0 

St. Mark’s, . . 

100 0 0 

“ 

528 4 10 

10 10 0 

143 13 7 

- 

50 0 0 

- 

Total, 

15,722 15 9 

29 3 9 

4,564 15 8 

2,990 9 2 

4,780 0 2 

600 0 0 

,950 0 0 

8,526 17 11 


to) Inoludus £250 grant from War Donartment. 
0 ) Includes £34 Inoome Tax refunded. 
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So, 3- 


each HOBPX.A., iu the Tear ceded 31st March, 188T. 



(c) includes £U •n?"?? ?,“S *97”°*' 
After ooit of colleotioo £1- ^ 
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Appendix to Tiuenty-ninth Report of tlie 


Table No. i, showing in detail the several Chief Heads of Expehditoee of 

and to Establishment, and the 


Name 

OF Hospital. 




E.’CPENDITURK for maintenance 

'for - 

Provisions. 


1 

Stimulants. 

Drugs 

and 

Leeches, 

Surgical 

Instrumonti 

And other 
Medical and 
Surgical 
Appliances. 


Grooorios. 

Wine. 

Whiskey, 
Brandy, &o 

Ale 

and Porter. 


£ s. d. 

£ s, d. 

£ s. ^ 

£ s, d. 

£ a. d. 

£ s. d. 

£ «. d. 


Westmoreland Lock, , 

604 14 8 

69 10 0 

23 14 6 

8 6 4 

21 3 2 

113 5 11 



Steevens’s, , 

1,089 2 4 

97 3 5 

79 16 6 

20 0 0 

69 7 8 

’ 273 1 11 



Meath, , 

1.186 9 11 

60 17 1 

40 15 0 

41 11 3 

41 4 0 

291 5 2 



Cork-street, 

634 17 9 

187 0 5 

36 5 10 

18 15 0 

12 19 1 

49 12 11 



House of Industry, . 

1,632 0 6 

180 6 6 

28 16 0 

101 2 2 

8 17 11 

284 12 8 



Rotunda Lying-in, 

623 19 4 

22 1 9 

- 

45 9 4 

_ 




Coombe do. , 

252 10 0 

15 7 5 

7 4 8 

5 7 3 

10 17 7 

93 16 7 



Incurables, 

2,093 18 6 

295 5 3 

48 7 6 

52 16 10 

40 0 0 

69 15 0 



St. Mark's, 

500 19 4 

45 6 5 

- 

- 

0 16 11 

131 0 8 

92 8 4 



- 

- 

- 

- 

- 

- 

- 


^ — 




Namb 

OF Hospital. 


Expenditure for Establishment for 


Bent, 

Taxes, 

and 

Insurance. 


Weslinorel.and Locit, 
Steerens's, 

MeaUij . 
Cork-sti’eet, 

House of Industry, 
Rotunda Lying-in, 
Coombe do. 
Incurables, . 

St. Mark’s, . 


Soap 

and 

Candles. 


Coal and 
other 
Fuel, and 
Gas-light. 


Furniture 

and 

Repairs. 


Straw, 

Bedding, 


Buildings, 

and 

Furnishing 

such 

Buildings. 


2 1 
L35 U 11 
|429 17 11 
52 16 10 
54 6 6 
97 4 8 


19 3 6 
41 8 6 
93 18 10 

25 2 8 

26 11 9 
13 7 0 

3 4 2 


Sta- 

tionery, 

Printing, 

and 

Adycr- 


£ s. 
Ill 7 
305 12 ] 
817 13 
312 3 
498 3 
324 19 
127 17 1 
320 11 I 
113 18 ■ 


157 10 6 
202 10 3 


148 G 
38 16 


10 13 
202 1 
8 12 

213 6 
28 5 


ISO 3 3 
489 1 9 
295 17 4 
925 9 6 
632 15 2 
185 15 10 
■ f7)301 1 2 
817 6 3 
60 18 10 


22 10 
56 6 10 I 


46 3 
58 16 11 ( 


63 U 10 
83 17 11 


(a) Including £34, rent of telephones. 

(b) Including £87 18 j. 9rf. for conveyanoe and £30 for Horse. 
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e«h Hosphal, in the Year ended 31st March, 1887, in respect to Maintenance, 
Total Expenditure for Maintenance. 


Expenditure for Establishment for 


; Clothing 

■ of Patients. Maintenance. 


Salaries 
of Officers. 


Wages of 
Servants. 


Rations of 
Officers and 
Servants. 


Clothing of 
Servants. 


Appendix, 
No. 4. 

— Expenses nt 
Hospitals. 


Name 

OF Hospital. 


£ s, d. 
12 5 8 


61 7 3 
45 16 3 
20 1 5 
2 13 3 
213 18 8 


& s. d 

867 11 i 
1,823 7 ' 
1,806 7 
059 19 
2,607 5 
985 2 
403 9 
2,839 9 
770 11 


£ t. d. 

794 18 8 
675 4 11 
384 6 8 
638 17 10 
1,139 9 4 
205 11 4 
240 16 8 
586 8 0 


886 7 0 
483 11 7 
421 3 0 
625 14 8 
382 0 9 
190 6 10 
447 6 
138 0 


102 11 8 
453 14 1 
400 4 1 
310 6 7 
767 4 1 
1(c) 231 15 2 


75 8 1 
65 0 


17 7 1 
9 10 


Westmoreland Loch. 
Steevens’s. 

Meath. 

Cork-street, 

House of Industry. 
Rotunda Lying-in. 
Coombe do. 
Incurables. 

St. Mark’s, 


Expenditure por Establishment for 


Pensions, j Incidentals. 

1 Coffins. ' 


Laundry 

Expenses. 


Total 

Establish- 


Total 

Expenditure. 


£ 8. d, 
9 12 0 

26 4 4 
16 10 6 
16 17 G 
24 5 6 
8 17 6 
29 16 0 


21 12 9 
60 0 0 


£ 8. d, 

13 0 10 
188 15 6 
148 17 9 
]<b) 145 17 1 

1(a) 57 6 11 

(rf)1042 2 7 
81 8 1 
|(/)233 5 1 
21 1 8 


1,744 15 9 
3,159 5 6 
3,668 9 9 
8,24i 18 9 
4,771 2 8 
2,893 16 8 
1,867 8 2 
2,351 6 4 
943 15 


28,044 13 8 


Name 

OP Hospital. 


2,612 7 2 
4,982 12 6 I 
4,374 17 5 
4,204 18 0 
7,378 7 10 
8,878 19 2 
1,770 12 10 
5,190 15 8 
1,714 6 9 


16,107 17 7 


Westmoreland Lock. 
Steevens's. 

Meath. 

Cork-street. 

House of Industry. 
Rotunda Lying-in. 
Coombe do. 
Incurables. 

St. Matk’s. 


I I ! ' 

md £54 4>. 3d. Iraratemdto OoJ.T4l«B»ut Home, Br»y, account. 
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Name 

OF Hospital 

Westmoreland Loc 
Steevens’s, . 
Meath : 

Infirmary Wards 
Cork-street Fever, 
House of Industr 

Hardwicke, 
Whitworth, 
Eichmond, 
Rotunda Lying-in 
Labour Wards, 
Chronic do., 
Coomhe Lying-in : 
Labour Wards, 
Ohronio do., 
Incurables, . 

St. Mark’s, . 

3 

0 

E** 
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iDcIuding 13 born in house. (a) Including 1 born in tho hospital . (c) Including 243 uon>parturient. 
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No. 6. 

Peicb List of Aetici.es supplied to the House of Industey Government 
Hospitals, per Contract or otherwise, for the current ye ar 1887. 


£ s. d. 


1 . Beef, . • per lb. 

2. Mutton, . • >1 

3. Bacon, . • » 

4. Bread, . • r> 

5 . Oatmeal, . . per stone 

6. Potatoes, . • » 

7. Eice, • • i> ,, 

8. Tea, . • perlb- 

9. Sugar, . • >> 

10. Coffee, . . • • 

11 . Cocoa, . . • • 

12. Butter, . • • ■ 

13 . New Milk, . per gal. 

14. Buttermilk, . ,, 

16 . Eggs, • • perdoz, 

16. Whiskey (proof), per gal. 

17. Brandy, . . .. 

(Port, . ' s, 

18. Wine, j^i^tarsala, „ 

19. Porter, . • per J brl. 

20. Soap, • • P®r cwt. 

f Whitehaven, 

} per ton 

21. Coals, ■< Qiasgow Splint, 

[_ per ton 


0 0 

0 0 H 

0 0 7| I 
0 0 

0 2 41 
0 0 7 >■ 
0 2 6 ) 
0 1 6 
0 0 2 

E} 

0 0 8 
0 0 n 
0 1 0 

0 15 6 

1 0 0 
0 9 0 
0 7 0 
0 110 
0 16 0 


Laps and rounds with the tone; 
rumps, shoulders, necks, and chucks 
without the hone. 

Legs without laps. 

Best Limerick middles, Shaw’s or 
Matterson’s brand. 

Equal to 4|c?. for 4 lb. 

Present prices (April, 1887), but 
they vary with the markets. 


Not in dietary. 


0 12 1 


Delivered. 

Ditto. 


Price List of Articles suppUed to the Meath Hospital, per Contract 
or otherwise, for current year, Ioqk 


Ai-ticle, 


Bate. 


per lb. 

£ s. d. 
0 0 6 

2. Mutton, . 

„ 

0 0 

3. Bacon, 

,, 

0 0 8^ 

4. Butter, 

„ 

0 U Ilf 

5. Bread, 


— 

6. Oatmeal, . 

per cwt. 

0 14 0 

7. Potatoes, abou 

per stone 


8. Bice, 

per lb. 




10. Sugar, 

per cwt. 

0 17 8 


per lb. 


12. Cocoa, soluble 

0 12 

13. New Milk, 

per gal. 


14. Buttermilk, 

per doz. 


16. Eggs, 

0 0 IJf 

16. Whiskey, 

per gal. 

0 14 0 


peri cask 


18. Wine (Port), 

10 0 0 


per i brl. 


20. Soap, 

^ per cwt. 

0 17 6 
1 0 15 0 

21. Coals, 

per ton 

j 0 12 9 


Market prices, average. 

Shop prices, 10 per cent, off ; average 
2 ^d. per two loaves. 

Market prices, average. 


17s. 9d. 
Seldom used. 


Market prices, average. 

About 9s. 2d. per gallon. 
Guinness’s XX. 

White. 

Brown. 
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Appendix to Twenty-nmih Report of the 

Return of Price List of Articles supplied and suppliable to 


Article. 

Rate. 


Tear 

Year 

Observations. 


ended 

to end 



31 Oct., '86. 

31 Oct., ’87. 


1 . Beef, . . per lb. 

£ 8. d. 

£ S. d. 


0 0 6) 
0 0 6)- 
0 0 7^3 

0 0 6^ 

Per Contract. 

„ „ 

■>1 

2, Mutton, . „ 

3. Bread, .... 

0 0 0^ 

0 0 7 
0 0 8 

” 

— 



Current prices, 10 per cent. disc. 

4, Oatmeal, . per cwt. 

0 16 0 

0 14 6 

Per Contract. 

5. Tea, . . per lb. 

0 2 2 

0 2 0 

6. Sugar, . 

0 0 Ji 

0 0 2 


7. New Milk, . per gal. 

0 0 9 

0 0 8 

’ 

8. Buttermilk, . „ 

0 0 2 

0 0 2 

' 

9. Eggs, . . per 120 

10. Whiskey, . per gal. 

0 12 0 

0 11 0 


0 19 6 

0 19 6 


11. Brandy, 






(Port, per doz. 

16 0 

1 6 0 

’ 

12. Wine, -(Marsala, „ 

0 15 0 

0 16 0 


(Sherr,- „ 

0 18 0 

No contract. 


f White, per cwt. 

1 6 0 

15 0 


13. Soap, < Crown, „ 

1 5-0 

14 0 


(Brown, „ 

!To Contract. 

0 19 0 

* 

14. Butter, . . per lb. 

0 12 

0 I 0 

” 

15. Bacon, . . „ 

0 0 8 

0 0 7 


16. Potatoes, 

17. Bice, 

— 


Current prices. 

18. Coffee, 




19. Cocoa, 




20. Porter, 





Taken in bulk at Midsummer. 

21. Coal, . . per ton 

0 12 2 

0 11 10 


i suppiiea CO cue uoombb 1iTing*in 

per Contract or otherwise, for current year, 1887. 


7. 

8 . 

9. 

10 . 

11. 

12 . 

13. 

14. 

15. 

16. 
77. 
18. 

19. 

20 . 


per lb. 



Beef, 

Mutton, 

Bacon, 

Bread, 

Oatmeal, 

Potatoes, 
nice, 

Tea, . 

Sugar, 

Coffee, 

Butter, . 

New Milk, 

Buttermilk, 

Eggs, 

Whiskey, 

Brandy, . 

Wine, Marsala, 

Porter, per doz. sm. bots. 
Soap, . per stonn 
Coals, . , per ton 


per lb. 
per gal. 

per doz. 
per gal. 
per flask 
per doz. 



Remarks. 


Is. 8rf. in the pound off currentprioe. 
Current Prices. 
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V A TTn«;piTAL for INCURABLES, por 

Price List of Articles supplied to the nospi ^ 

Contract or otherwise, for current year 1887^ 


Beef, 
Mutton, 
Bacon, 
Bread, per 
Oatmeal, 
Potatoe.', 
Eice, 

. Tea, . 

Sugar, 
Coffee, 
Cocoa, 

New Milk, 
Buttermilk, 


per lb. 


!. loaf 
per Qwt. 
per stone 

per lb. 


9. 

10 . 

11. v/ucua., • ■ ■ , 

12. New Milk, . per gal. 

13. Buttermilk, . „ 

14. Eggs, . • perdoz, 

15. Whiskey, • 

16. Brandy, . . per quart 

^ \Port, . perdoz. 

17. Wine, I Marsala, „ 

18. Porter, . • pergal 

rCrown, per cwt. 

. Soap, Brown, 


19. 

20 . 


Coals, 


^Carbolic, 


Rate. 

£ s. 

d. 

0 0 

7 

0 0 

8 

0 0 

8i 

0 0 

2f 

0 16 

u 

0 0 

6 

0 2 

[1 

0 1 

10 

0 0 

2 

0 0 

U 

0 0 

9 

0 0 

lO-l 

0 14 

8 

0 6 

0 

1 4 

0 

0 18 

0 

0 0 

10 

1 1 

0 

0 19 

0 

1 12 

0 

1 0 12 

4 . 


Remarks. 


Less 5 per cent, discount. 


5T of Articles supplied to 

n.ntract or o4Uise, for curre ntyeg^gg^ 


Article. 


Rate. 


Remarks. 


(Sticking .Pieces per | 

1 . Beef,-^ lb., . 

(Boasting, 

2. Mutton, . 

3. Bacon, 

4. Bread, 


per lb. ' 


5. Oatmeal, 

6. Potatoes, 

7. Eice, 

8. Tea, 

9. Sugar, 

10. Coffee, 

1 1 . Cocoa, 

12. New Milk. 


, per stone, 
per lb. 


. per gal. 

13. Buttermilk, , n 

14. Eggs, . . per dcz. 

15. Whiskey, . per gal. 

16. Brandy, . . per flask, 

17. Wine (port), perdoz.qts. 

18. Porter (stout), „ n 

(Pale, . per cwt. 

19. Soap, ■< ,, >> 

(Carholic, 

( Wallesend, per ton 

20. Coals, -^Orrell, . >, 

(steam, „ 

21. Butter, 


To 1st April, 1687. 

From 1 st April, 1887. 

rSpS: 1887, price of day less 

Is. 4<i. in the pound. ^ 

From 1st April, 1887, price of day 
less 2s. in the pound. 

Market price. 

‘ do. • 
do. 


Not used. 

do. _ 

To 1 st AprU, 1887. 
From 1st Apnl, 1887. 


' _ Market price. 


Contract in June, 1688, 84 tons. 

Supplied as req.uired. 

Market price. 
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Appendix to Twenty-ninth Bepm-t of the 

List of Aeticles supiilied to tlie Westmoheland Lock (CJovekhment) 
Hospital, iier Contract or otherwise, for year 1887. 


Article. 


li Beef, 

2. Mutton, 


3. Bacon, 

4. Bread, 


6 . 

7. 

8 . 

y. 

10 . 

11 . 

12 . 

13. 

14. 

15. 

16 . 

17. 

18. 

ly. 

20 . 


Oatmeal, 

Potatoes, 

Eice, 

Tea, . 

Sugar, 

Coffee, 

Butter, 

New Milk, 

Buttermilk, 


per lb. 


. per stone, j 


per lb. I 


per gal. 

per doz. 
per gal. 


Whiskey, 

Brandy, . 

Wine 1 

(Marsala. 

Porter. 

(White, 

Soap, BroAvn, . ,, 

(Crown Yellow, „ 
Coals, . . per ton, 


pcr^brl. 

perewt. 


£ s. d. 
0 0 4i 
0 0 7 | 

0 0 6 ^ 


0 2 0 
0 0 6 
0 1 2 
0 1 4 

0 0 1 | 

0 0 10 ^ 
0 0 8 ^ 
0 0 2 
0 0 lOi 
0 14 0 
0 18 0 
0 S 0 
0 6 0 
0 13 4 
0 19 0 
0 14 0 
0 19 0 
0 12 0 


Remarks. 


Prime, shoulders & legs, without bone. 
Prirne, chops off the shoulder, loin, 
or leg (trimmed). 

Best Limerick. 

Current prices, less 10 per cent, 
discount. 


Not in dietary. 


Proof, 


Wiiltehaven, delivered. 


List of Ahtioles supplied to the St. Mask’s Ophthalmic Hospital 
J)er Contract or otherwise, for year 1887. 


Article. 


Beef, . . per lb, 

Mutton, , „ 

Bacon, . 

Bread, . „ 

Oatmeal, . per stone. 
Potatoes . ,, 

Rice, . . per lb. 

Tea, . . . „ 

Sugar, . 

Coffee, . . „ 

Butter, . . 

New Milk, . per gal. 

Buttermilk, . * „ 

Eggs, . . per doz. 

Whiskey, - . per gal. 

Brandy, . . ,, 

^MaSal'a, ” 

For* er,XX in bots., per doz. 
Soap, , . per stone, 

Coals, . . per ton 


Rate. 


Remarks. 



Sirloins, rounds, steaks, briskets. 
Legs, necks, loin chops. 
Fluctuates. 

Equal to 5d. per 4 lbs. 


A.verage price. 


Price according to market. 

Not in dietary. 

Fluctuates. 

Rarely prescribed, 
do. 
do. 
do. 
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L,,. of AKTICO.S supplied to s™;s P- 


Boctrd of Dublin Hospitals. 

iplied to S'i'EEVEN’s Hosp: 
otherwise, for year 1887. 


. Beef, 

. Mutton, • 

. Bacon, • 

. Bread, per 2 lbs. 
. Oatmeal, . 

. Potatoes, . 

. Bice, 

I. Tea, • • 

I. Sugar, . 

I, Coflee, 

1 . Cocoa, 

1 . New Milk, 
i. Buttermilk, 
i. Eggs, 

3. Whiskey, 
ij. Brandy, . 


17. Wine, 


1 . Porter, 
I. Soap, 

I. Coals, 

, Butter, 


per lb. 


loaf, 
per cwt. 

per stone 
per lb. 


per gal. 

per doz. 
per gal. 

per doz. 

per cwt. 
per tgn. 
per lb. 


24 


£ s. d. 

0 0 
0 0 4 
0 0 6 | 
0 0 7 
0 0 
0 13 6 

0 3 9 

0 1 5 

0 19 
0 0 ] 


0 0 7 ^ 
0 0 2 
0 0 11 

0 13 6 

1 0 0 


Bess 10 per cent. 


f 0 14 


^ 0 
0 0 2 ^ 
0 19 0 
0 12 8 
0 0 10 


Appendix Ko. 7.— -Dietabies. 
Westmoreland Lock Hospita^ 


Breakfast. 


Dinner. 


Supper. 


Appendix. 
No. r. 


Low Diet. 
Middle Diet. 
Full Diet. 

•Cliildi’en's Diet. 
Admission Diet. 


Bread, 4 oz. 
Tea, I pint. 


Bread, 6 oz. 
Tea, f pint. 


Bread, 6 oz. 
Tea, I pint. 


Bread, 3 oz. 
N. Milk, § pt. 


Bread, 4 oz. 

New Milk, f pint- r<r,TM 

On Friday— Bread, 4 oz. i Gruel, 
I pint, in addition to the above ; 

New Milk, I pint. 

Bread, 6 oz., or Potatoes, 1 lb. 

Mutton Chop, 8 oz. 

On Friday — Bread, 6 oz. , Gruel, 
a pint, instead of Potatoes and 
kutton Chop. 

Bread, G oz., or Pota,toe.B,irb. 

Beef, Dolled, 8 oz., with broth, 

OnBriday— Bread, GOZ.I Gruel, 
1 plut; lustead Of Potatoes, 
heef, &c. 

Extras, if prescribed. 


Bread, 4 oz. 
Tea, 4 piiit- 
Whey, f pint. 


Bread, 4 oz. 
Tea, I pint. 


Bread, 4 oz. 
Tea, I pint. 


Bread, 3 oz. 

N. Milk, 4 pint. 


BaoDPatleutoudayotA— 


Extras allowed (if p>ecially i 

”°kTS'.!f£7roz.?Hr™ 01 sorter, i pint, or Gin, or Wine, not ertooe. • 

Ti'z^ Mint, i pint., Arrevroot, or Sago, or Berf lea, pm . 
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■^ppmdUc. 
No. 7 . 
Dietaries. 


Appendix to Twenty-ninth Report of the 


Formularies. 


, 

Tea (85 pints). 

Beef, with Broth (S^- pints). 

Beef Tca(8f piuts), 

Tea. . Uoz. 

Sug-ar . . 4 oz, 

New Milk, . ^pt. 

Beef, exclusive of bone 4 lb. 
Barley . . . ii lb. 

Oatmeal ... 2 oz. 

Parsley, . . . 1 oz. 

Thyme, . . . oz. 

Onions or Leeks . . | Ih. 

Pepper aud Salt to taste. 

Beef (lean without bone) 6 lbs. 
Whole Pepper and Salt to taste. 

Whey (8| pints). 

Gruel (8| pints). 

Arrowroot (J pint). 

New Milk, 2 quarts. 
Butter Milk, 1 quart. 

Oatmeal . , .12 oz. 

Sugar . . . . 4 oz. 

Ginger to flavour. 

Steep the meal from niaht 
before. 

Boil for two hours. 

Arrowroot . . oz. 

Sugar .... -Joz. 
New Milk . . • | pt. 


Breakfast at Nine o'clock, a.m„ Dinner at Two o'clock, p.i,„ Sapper at Seven o'clock, r.jr. 


COEK-STREET HOSPITAL. 

Low Diet. 

Beef Tea; Milk ; Rice ; Tea; Bread. 

Extra Beef Tea wbea ordered by Pbysicians— I'lb. Beef to 1 piut water. 

Full Diet. 

8 oz. Mutton ; Soup ; Bread. 

Extras ordered by Pliysicians-Eggs, CMcken, Chicken Jelly, Hilk Dudding, Fish ic 
Potfltoea. ) •! 


Richmond, Whitwoeth, and Haedwicke Hospitals. 


Diets. 

Breakfast. 

Dinner. 

Supper. 

/ Richmond 
aud 

No. 1 , Whitworth, 

Bread, 4 oz. 
Tea, 1 pint. 

Bread, 4 oz. 

New Milk, | pint. 

Bread, 4 oz. 
Tea, i pint. 
Whey, 1 pint. 

(.Hardwicke, 

Tea, I pint. 

New Milk, li pint. 

Tea, 1 pint. 
Whey, 1 pint. 

No. 2, . . . 

Bread, 4 oz. 

Bread, 4 oz. 



Tea, ^ pint. 

Beef, boiled (exclusive of bone). 




i lb., with broth, pint; or 
stewed with vegetables. 


No, 3, . 

Bread, 4 oz. 
Tea, 1 pint. 

Bread, 4 oz. 

Mutton, broiled (exclusive of 
bone), i lb. 

Bread, 4 oz. 
Tea, f pint. 

No. 4, . , . 

Bread, G oz. 

Bread, G oz„ or potatoes, 1 lb. 

Bread, 4 oz, 
Tea, f pint. 


lea, j pint. 

Beef, boiled (exclusive of bone), 
h lb , with broth, J nint : or 



stewed with vegetables. 
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Board of Dublin Hospitals- 


• Appendix, 

ESTEiSAI.I.OraD WITHDOTUIIMESTIOSEDIUBTS. ^ ^ 

wef of «i” r ^^—, 

" „i»lly ordered; e‘“ ” 

no', sfl eL"! Ko- ‘ ”■ 

Vegetables as ordered. , • f 

SToft' lit.:,: » and Saturday, and stored on 

Bota Jrm, rr;S: — and E.day, do Oo snOsdUndod don E.nnon Bnoad .n 
Diet No. 4. FoRJicLAaiBS. 


Tea (6 pints.) 


Boiled Beef ivitli Broth (6 pints). 


Beef Tea (6 pints). 


Tea, . • li o*- 

Sugar, . . 3 oz. 

New Jililk, . i pint. 


Beef, exolusiv 
Barley, • 
Oatmeal, 

Parsley, . 

Thyme, . 

Onions or Leeks, 


•e of bone, 4 lb. 

. J lb. 
. 2 OZ. 


. i oz, 

. ilb. 


Beef, lean, without bone, 4 lb. 
Pepper and Salt to taste. 


Whey. 


New Jlilk. . • 1 quart. 

Butter Milk, . • 1 pmt. 


Gruel (G pints). 

1 

Arrowroot (J piut). 

Bice Milk (G pints). 

i 

Oatmeal, . . - I- 

Sugar, . • . 2 oz. 

Ginger to flavour. _ 

Steep tbe meal from iiigbt 
before, boil for two hours. 

1 

Arrowroot, . . | oz. 

Sugar, . • . 7 oz. 

New Milk, . • f Piut- 

Eice, . . •. ® 02 . 

Sugar, . . • ^ A 

New Milk, . . 6 pints. 


Breakfast at Half-past Eigkt o’oloofc^ “nusr 


No. L 

Pull Meat Diet. 


No. 2. 

Low Meat Diet. 


No. 3. 

Full Diet without Meat. 


No. 4. 

Low Diet without Meat. 
(Admission Diet.) 

No. 5 .— Spoon Diet. 


Steevens’s Hospital. 
: Scale or Diets. 


^ lb. Bread. 
1 pint Tea. 


G oz. Bread. 
I pint Tea. 

lb. Bread. 
1 pint Tea. 


4 oz. Bread. 
1 pint Tea. 


Supper. 


4 oz. Bread. 

4 lb. Beef. 

1 pint Soup. 

6 oz. Bread. 

1 pint Soup. 

4 oz. Bread. 

1 pint New Milk. 

2 oz. Eice. 

1 oz. Sugar. 

6 oz. Bread. 

1 pint Milk. 

2 pints Tea daily. 


4 oz. Bread. 
1 pint Tea. 


4 oz. Bread. 
1 pint Tea. 


4 oz. Bread. 
1 pint Tea. 


4 oz. Bread. 
1 pint Tea. 


' ; Bict without Meat” on Wednesdays and Friday. 

All Pntlents on Pull Meat Diet to get e Pull D,ct n.tno 
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Appenclia: to Tiuenty-ninth Rex>ort of the 

Meath Hospital. 


6 oz. Bread. C 02 . Bread. 

Pmt Te.a. 6 oz. Mutton. 

e 02 . Bread. 6 oz. Bread. 

Pmt Tea. 8 oz. Beef and Pint Soup. 

fi 02. Bread. g oz. Bread. 

Pint Tea. I Pint Beef Tea. 


(Made from 1 lb. Beef.) 


• 6 oz. Bread. 6 oz. Bread. 

Pint Tea. Pint New Milk. 

Weiiesday.s and 6 oz. Bread. 6 oz. Bread 

Fridays. Pint Tea. 2 Eggs. 

I Pint New Milk. 


Pint Porridge. 
Pint New Milk. 


Pint Porridge. 1 
Pint New Milt. 1 


Pint Porridge. 
Pint New Milk 


Pint Porridge. 
Pint New Milk, 


Pint Porridge. 
Pint New Milk 


I nesdays and Fridays. uiNewjuiK. 

The Medical Attendant is at liberty to substHuto Tno o . 

necessary, any of the following Extras^ -Beef Tra Mm 
Rice, Puddings, Emit, Vegetfhles, Coioa Ice, MtaaS WaS ” 
only be given when signed for by him. Waters, or Slimulauts, which will 


CooMBE Hospital. 

Extras allo wed unless ordo-ea eacJi day, nn d inUialled hy one of the Medical Qjjicers. 

I Breakfast. I — ei t — 1 I 


No. 1, . . . 

Bread, 4 oz, 
Tea, 1 pint. 

No. 2, . . . 

Bread, 4 oz. 
Tea, 1 pint. 

No. 3, . . . 1 

Broad, 4 oz. 


Tea, 1 pint. 

No. 4, , . 1 

Bread, 4 oz. 
Tea, 1 pint. 


Dinner and Luncheon. 

Bread, 4 oz. 

Gruel, 1 pint. 

Gruel, 1 pint,) t x. 

Milk, J pint, f I-lhHieon. 

Bread, 4 oz. 

Beef, boiled (exclusive of bone), 
i lb., with Broth, | pint, or 
stewed with vegetables. 

Bread, 4 02 . 

Mutton, broiled (exclusive of 
bone), I lb. 

Bread, 6 oz,, or Potatoes, 1 lb. 

Beef, boiled (exclusive of bone), 
i Ib., with Broth, 1 pint, or 
stewed with vegetables. 


Bread, 4 oz. 
Tea, 1 pint. 
Milk, 1 pint, and 
1 pint ‘Whey. 

Bread, 4 02 . 
Tea, 1 pint. 
Whey, 1 pint. 


Bread, 4 oz. 
Tea, 1 pint. 


Bread, 4 02 . 
Tea, 1 pint. 


Extbas allowed with: undurheWtioned Diet 

exieedinTfoa ‘ ^ ™"» '•otHe 1 or Gin or Wine, not 

VegSabteSTrdSS; * Wine, as ordered. Presh 

No. 4,-New Milk, } pint i Porter, 1 small bottle. 
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Beef to be gieen boiled on Sondaye, Mondays, and Saturdays, and stewed.on Tuesdays and 
rotaloStS! on Mondays, Tbnrsd.ays, and S.aturdays, to be substituted for Dinner Bread 
Kice I®°lnt on Wednesdays ; Cruel, 1 pint, on Fridays, to be substituted for Meat m 

Diets Nos. 2, 3, and 4. 

FORMtJLARIES. . 


Appendix. 

No. 7. 
dietaries, 


Tea ( 7 J pints). 


Boiled Beef witli Broth (18 pints). 


Tea, . . 2 0Z. 

Sugar, . <3 07.. 
New Milk, } pmt. 


Beef (exclusive of hone), . 9 Ih. 

Onions or Leeks, . • § 

Pepper and Salt to taste. 


Beef Tea (6 pints). 


Beef (lean, without bone), 4 lb. 
Pepper and Salt to taste. 


"Whey. 


Ffew Slilk, . 
Buttermilk, . 


. 1 quart. 
. 1 pint. 


1 

Gruel (6 pints). | 

Arrowroot (|pint). 

"Warm Milk. 

Bice Mdk (6 pints). 

Oatmeal, . 8oz, 

1 Sugar, . 2 oz. 
Steep themealfrom 
night before, boil 
for two hours. 

New Milk, . ipint. 
Arrowroot, h oz. 
Sugar, - ioz. 

1 New Milk, . 3 pints. ^ 
Boiling Water, Ipint. 

Rice, . <3 oz- 

Sugar, . 2 oz. 
New Milk, C pints. 

, Supper at Six o’clock 


Tea, . 


Sugar, 

. 

Bread, 


Butter, 


Potatoes, . 

Vegetables, 

Meat, 


Milk, 


Eggs, 


Butter, 



St. Mark’ 

Diets. 

Breakfast. | 

i No. 1. 

Bread, 4 oz. 

Low Diet. 

Tea, 1 pint. 

Ordinary Diet. 

Bread, 8 oz. 

No. 2. 

Tea, 1 pint. 

(Tuesday and 


Saturday.) 


No. 3. 

Bread, 8 oz. 

(Sunday, 

Tea, 1 pint. 

Monday, 


Wednesday, 


and Thursday.) 



Dietary tor N urses and Servants. 

J lb. per week. 

1 lb. 

3 loaves (2 lb. loaves), 
fib. 

1 lb. daily- 
3 times per week. 

f lb. of meat or bacon daily, without bone. 
•1 pint each daily. 

2 on Friday for dinner. 

2 oz, » . 


Supper. 


a Friday— Gruel, 1 pmt, may 
be given as a substitute for 
Dinner Milk. 

Bread, 8 oz. 

OnFriday— Bread. 8oz._; 

1 pint ; or boiled Bice with 
Sugar and Milk. 

Bread, 4 oz. ; and 
Potatoes, 1 lb. 

Beef, boiled, 8 oz. ; or 
IVIutton Chop, fried, 8 oz. 

Fresh Vegetables. 

OnFriday— Bread.8oz ; Gruel. 

1 pint ; or boUed Bice with 
Sugar and Milk. 


Bread, 4 oz. 
Tea, 1 pint. 
■Whey, 1 pint. 


Bread, 4 oz. 
Tea, 1 pint- 


Bread, 4 oz. 
Tea, 1 pint. 
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Appendix to Tiaenty-nintli Ueport of the 


Appendkc. 

No. 7. 
Dietaries. 


Extras alioved (if speciall7 prescribed) with the undermentioned Diets. 

^ ^ Milk, 1 pint, or Arrowroot, 1 pint, or Rico 

Milk, 1 pmt ; Wine, or Whiskey, or Grin, at discretion of Medical Attendant ; or Porter, 1 pint. 

AttdaSfrr SeflVS"' ' ‘ ® ”■ "f «-> 

TiS^rZT’ ' “■ 

a SttmChZ* n^‘\ “ i” sP="ial cases, on Fridays 

Z a?yZy^ie“,!)Zread ra“e,™ ' ““ 

Breakfast at Half-past Seven o’clock, a.m„ Dinner at Two o’clock, p.st,, Supper at 
Six o’clock, p.M. 

apptvtTyrrdl“^S^f=^»S,r;'^ 

be printed. 


HospiTi\L FOR Incurables. 


Monday,* . 
Tuesday,. . 
Wednesday, 
Thursday, 
Friday, 
Saturday, , 
Sunday, , 


Dietary (Full). 

. 3^ oz. Tea, f Ib, Sugar, J Ib. Beef, Cabbage, 1 Ib. Bread, ^ pint Milk. 

. f lb. Potatoes, 8 oz. Mutton, 1 lb. Bread, ^ pint Milk. 

. S lb. Potatoes, J lb. Beef, 1 lb. Bread, i pint Milk. 

. f lb. Potatoes, 6 oz. Bacon and Cabbage, 1 lb. Bread, J pine Milk. 

. 1 lb. Potatoes, 2 Eggsfor Dinner, 6 oz. Butter, i Ib. Bread. ^ pint Milk. 
. -s lb. Potatoes, i lb. Beef, i lb. Bread, J pint Milk. 

. f lb. Potatoes, 8 oz. Mutton, 1 lb- Bread, J pint Milk. 


Monday,* . 

Tuesday, . 
Wednesday, 
Thursday, . 
Friday, 
Saturday, . 
Sunday, 


Dietary (Invalid). 

. 3J- OZ. Tea, f lb. Sugar, f Ib. Potatoes, 6 oz. Mutton, Cabbage, 1 lb Bread, 
a pint Aliilc 

. 2 Eggs for Dinner, | pint Mj| k, 

. 5 b. Potatoes, 6 oz. Mutton, 1 lb. Bread, ^ pint Milk. 

. |- lb. Potatoes, 6 oz. Bacon and Cabbage, i pint Milk. 

I lb. Potatoes, 2 Eggs for Dinner, 6 oz. Butter, i lb. Bread, } pint Mil k 
. 2 Eggs for Dinner, 1 lb. Bread, pint Milk. 

• 5 lb. Potatoes, 6 oz. Mutton, J pint Milk. 


Exceptional cases are allowed Extras, such as Milk, Stimulants, &c. 
•* Tea and Sugar are for the week, 
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No. 8. 

WESTMORELAND LOCK (GOVERNMENT) HOSPITAL. 

Board op G-overnoes, 

Appointed Inj His ExcelUncy the Lord Lieutenant. 


Date of Appointment. 


1857, February 7, 

18G0, April ISlIi, 

1861, October 2nd, 
1867, April 1st, . 

1867, April 30tb, 

1869, March 9th, 

1870, May 21st, . 

1873, April 26th, 

1874, April 16th, 

1875, December 31st, 
1877, January 5th, 
1879, February 8th, 

1879, April 10th, 

1880, January 81st, 
1880, November 30th. 

1883, December 5th, 

1884, May 20th, . 

1885, June 12th, . 

1886, July, . 


Momhors’ Names. 


James William Murland, esq., a.m. 

Alderman John Campbell, j.p. 

George William Hatchell, esq., m.d., F.R.c.s.r. 

Sir James William Mackey, Knt., t>X., 3-V. 

Sir John Barrington, Knt., r>.i-. J-P- 
Sir William Carroll. Knt., M.D., J.P. 

Kdwai-d Fottrell, esq., J p. 

John Taylor Hamerton, esq., a.m. 

Edward Hudson Kinahan, esq., J.P. 

James Chaigneau Colvill, esq. 

Sir George B. Owens, lint., m.d., J-P- 
Philip Crampton Smyly, esq., m.d., f.R.c.s.i. 

James Henry Wharton, esq., m.d., p,e.C.s.t. 

John Eobert ilallins, esq. 

Francis Kichard Cniise, esq., si.D.,F.K.Q.e P T. 

Sir George Hornidge Porter, Knt., m.d., p.k.c.s.i., j 

D.L. 

William Findlater, esq., M.P. 

Eichard O’Shauglmessy, esq., B.n. 

Eichard Bolger, esq., J.p. 


Jambs Wilson Hughes, 

Begistra/r. 


Boardroom, Townsend-street, 

Dublin, April 30th, 1887. 
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House oe Industry (Government) Hospitals, 

Boaud of Goveunobs. 

Appointed by Sis Excellency the Lord Lieutenant. 

(19 & 20 Tie., Cap. 110.) . 

7 Malor Sir Percy Raymond Crace, Bart., 
Boley. Monkstown-ayenue. 
Monkstoivn. 

8. Joseph 'Woodlook, esq., St. Brendans, 

Booterstown. TTr.T,«i. 

9. Patrick Martin, esq., Q-o., 23, Uppei 
ritzwilliam-street. 

10 Samuel Gordon, esq., m.d., p.k.Q.c.p.h, 
13, Hume-street. 

11 Edward Dillon Mapother, esq., M.D., 
F.R.C.S.I., 6, Merrion-square. IS. 


1 The Right Hon. the Earl of Meath, Chair- 

laan, Kilruddery, Bray. 

2. Charles E. Martin, esq., 13, Fitzwilliam- 

3. Sir WlHamStokes,M.i>., President E.C.S.I., 

Merrion-square, N. 

4. John R. Malllns, esq., 74, Merrion- 

square, South. ^ Jtrr^l^-DT 

5 . Jo^ T. Banks, esq., m.d., r.K.&Q.c.P.T., 


James Wilson Hughes, Seoi^etary. 


onn 1. w'i., 

45 , Merrion-square, East. 

6. Robert Cornwall, esq., 30, Rutland- 

square, W 

March, 1887. 


Date of Meeting, 
1886-87. 




April, 

May, ‘ 

June, 

July, 
August, 
September, 
October, 
November, 
December, 

1{ 

January 

February, 


23 I March, 

24 ,, . 


30, 

14. 

28, 

11 , 

25, 

9 , 

23, 


1 Total personal attend- 


Average number pre- 
sent at meetings, 


* Died 5th July, 1886. 

James Wilson Hughes, 

Sec}'eta/ry. 


•i Appointed 29th July. 1886. 

Robert Cornwall, Chairman. 
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Appendix to Twenty-ninth Repo-H oj the 

Steevens’s Hospital. 

Governors. 


Ex offlcio. 

{All for tlie time being,) 


No. of 
Attendances. 


The Lord Primate, .... 
The Archbishop of Dublin, . ] 

The Lord Chancellor, . 

The Chancellor of the Exchequer, 
The Lord Chief J usticeof the Queen’s 
Bench. 

The Lord Chief Justice of the Com- 
mon Pleas. 

The Lord Chief Baron, . 

The ProTOst of Trinity College, 

The Doan of St. Patrick’s, 


The Lord Ardilaun. 

EsQ'.m.d,, Surgeon-iu- 
Ordin.ary to the Queen in Ireland 
&c. 

Sir jR, Cusack, d.l , 

I Henry Freke, Esq., m.d.’ 

: Major Percy Grace, D.r... 

W. Grimshaiv, Esq., md 
R egistrar-General. ’ 

J. M. Brook, Esq., j p 
George W. Maunsell, Esq. n'r, ' i 
J. MacGregor Millar, Esq., 

Horace Rochfort, Esq,, t> l 
R obert ‘Warren, Esq., D,L.' . ’ 

Samuel G, Wilmot, Esq., m.d,, ' 


List of the Standing Ooidiittee of the Meath Hospital, and the 
Humher of Attendances of each Member at the Meetings held 
during the Tear ending 3Lst March, 1886. 


No. Of 

!Attendunces.|^°‘ 


1 The 'Viscount Monck. 

G.C.M.G., 

2 The Viscount Powerscourt. 

K.P., . . . i 

3 Arthur Andrews, esq., 

4 GeorgeF. Brooke, esq., D.L. 

5 John V. Cassidy, esq., 

C Colonel G. R. Dease, j.p., . 
7 Adam S. Findlater, esq., . 
8- Samuel E. Hamilton, esq, 
J.P., • . . . 

9 "William R. La Touche,esq 

D.L 

10 William M‘Comas. esq., . 

11 L. J. M‘Donnell, esq., 

12 L. Hepenstal Ormsby, esq., 

F.n.c.s„ .... 


13 Sir George B, Owens, m d 

J-P-. 

14 Sir George Porter, r.ii.s.c 

15 Charles Sibthorpe, esq j] 

16 Thomas S. Sibthorpe, eia 

J.P., ... 

17 Philip c. Smyly, esq 

P.B.C.S., . . . • 

18 George Symes, esq., ] 

19 Frederick Stokes, esq., j.p 

20 James H. Wharton, esq 

P.R.C.S., ... 

21 Joseph Woodlock, esq., ■ 


No. of 

1 Attendances 


There are twenty-four Meetings in the Year. 

Attendances of Managinq Committee of Coek-steeet Hospital, for 
Year ending 31st March, 1887. 


No. of 
At- 
tendances. 


1 Sir John Barrington, d.l., 

J.P., deceased. 

2 W. H. Bewley, 

3 Samuel Boyd, j.p., 

4 Richard S. Chandlee, 

5 George Drury, . 

6 E, J. Figgis, 

7 Thomas P. Hogg, 

8 William Jameson, 

9 Nicholas Lynch, 


11 Richard Perrin, 

12 William Perrin, 

13 Abraham Shackleton! J.p ‘ 
John D. Warden, , 

Total No. of Board Days, 
No. of days no quorum, . 
No. of Meetings of Mana- 
ging Committee. 
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THE EOTUNDA LYING-IN HOSPITAL, DUBLIN. 
GOVERNORS AND GUARDIANS. 


President ; 

’ Ills Excellency the Lord Lieutenant. 


Vioe-Pi'esidents : 


•The Eiglit Hou. the Lord Chmoe^Uor. 

*His Grace the Archbishop of Dublin. 

♦His Grace the Duke of Leinster. 

♦His Grace The Lord Primate. 

♦The Right Hon. The Lord Mayor. 

♦The Commander of the Forces. 

♦The Very Rct. The Dean of St. Patrick s. 
♦The Ven. The Archdeacon of Dublin. 

♦The High Sheriff of Dublin. 

♦The Recorder of Dublin. 

■William Colles, Esq., M.D., Consulting Surgeon. 
Chm'les Cobbe, Esq., d.l„ j.p. 

Joseph Shaw, Esq. 

William Foot, Esq., J.p. 

Robert Billing, Esq. 

Thomas J. White. Esq. 

J. A, Hamilton, Esq., J.p. 

John Denham, Esq., bi.d., Ex-Master. 

Lucius H. Deering, Esq. 

A. J. Aldrich, Esq. ^ ,, , 

George Johnston, Esq., M.D., Ex-Master. 
John Richardson, Esq., Q-c., J.P- 
Chaworth J. Ferguson, Es<i., J.p- 
Edwai’d Geale, Esq. 

Robert W. Shekleton, Esq., Q.C., J.P. 

Edmond D’Olier, Esq. 

A. R. ICirkpatrick, Esq., J.P. . 

John Maunsell, Esq., J.P. 

S. Holt Close, Esq. 

Henry "Watson, Esq, J.P. 

E. E. Kiuahan, Esq., J.p. 


The Lord Ardilaun. 

Sir Ralph S. Cusack, j.p., d.l. 

The Right Hon. the Vice-Chancellor. 

Charles U. Townshend, Esq., j.p. 

Francis Loftus Tottenham, Esq. 

Robert Warren, Esq., d.d., j.p. 

F. Blackburne Hartley, Esq,, j.f. 

Robert O’Brien Furlong, Esq. 

Anthony Traill, Esq., i<l.d,, m.d., J.p. 
f.t.c.d. 

Richard Owen Armstrong, Esq., j.p. 

Charles G. Stanuell, Esq. ^ ^ 

Lombe Atthill, Esq., m.d.. Ex-Master. 
Samuel Bewley, Esq, J.p. 

Samuel F. Adair, Esq., J.p. 

John Jameson, Esq., jun., j.p. 

Richard G. Pilkin^ion, Esq. 

Robert Cornwall, Esq., a.m. . . r 

The Right Hon. G. A. C. May, Lord Chief 
Justice of Ireland. 

Jonathan Hogg, Esq. 

Pvobert Wm. Arbuthnot Holmes, Esq.. J^. 
James Little, Esq., m.d.. Consulting Ihy- 
sician. 

The Right Hon. Mr. Justice Lawson. 
Francis T. Dames Longworth, Esq., Q.C., 

Arthur V. Macan, Esq., M.B., Master. 

Wm. Geale Wyhrants, Esq., J.p. 

Thomas Greene, Esq. 

Right Hon. Lord Justice FitzGihbon. 


* Ex-Officio GoTemors. 

V. Macan, n.A„ M.B., DnB„ n.K.d.o.r., elected 

November 3rd, 1882. T-,rr,n> 

Consvlting Physidan.~3smes Little, m.d., 

Consulting Surgeon.— WiUiam Colies, m.d., p. _ • g j Robert H. Fleming, B.A. 

Assistavi Physicians.— Sdhn Lilly Lane, b.a„ l.k.q.c.p., , 

M.B., B.CH., T.CD. 

Jreosucec.— Bank of Ireland. Cliarlemont-terrnoe, Eanelagh-road. 

Secretary and Joseph Mullen, ii'Sq > ' 

Cfwpfdin.— Rev. John Cooke, b.a., 5, Mountjoy-place. 

Matron.— Mrs. Eliza Courtney. T-Ta-trdpn 

JTeeww of the Rotunda Rooms.— Mr. Thomas W. Hayden. 
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Appendix to Iwenty-^iinth Report, ^c. 


St. Mark’s Ophthalmic Hospital, 

Board op Governors. 

. The Right Hon. the Lord Mayor [for the 
time being, during his year of office]. 

James William Murland, Esq,, a.m, 

Sir James William Mackey, d.l.. j p 
Edward Hudson Kinahan, Esq., j.p.’ 

James Fitzgerald Lombard, Esq., j.p 
John Bagot, Esq., j.p. [Resigned 24th 
January, 1887. 

«Geo. Woods Maunsell, Esq., j.p. 

Rev. Samuel Haughton, m.d., s.f.t.c.d. 

(Thus marked * are Trustees.) 

Building Committee. 

J. F. Lombard, Esq. 

G. W. Maunsell, Esq. 

Sir J. W. Mackey. 

J. B. Story, Esq. 

J. R. Mallins, Esq. 

Hon. Secretory.— Sir James W. Mackey. 

Hon. 2Veasu?-er.— James F. Lombard, Esq. 

Hegzstrar and Accountant.— Mr. J. Wilson Hughes 
Ketuen, showing the Attendance of each Member of the Board oi 

Wet M™ch,’ fssr!® til® y®ar ended 


Rev. Abraham StritchFuUer, d.d. 

Sir George Hornidge Porter, m.d., f.r.csi 

J.P., D . L . 

♦John B. Story, Esq., m.b., m.ch., F.ii.c,s.i. 

Ion Trant Hamilton, Esq., d.d., j.p. 

James Little, Esq., m.d., f.k.q.c.p r. 

John Robert Mallins, Esq. 

Sir Percy Raymond Grace, Bart., d.l., j.p, 
[Appointed 23rd March, 1887.] 


Mnanoe Committee. 

Sir J. W. Mackey. 

J. F. Lombard, Esq, 

J. B. Story, Esq. 

J. R. Mallins, Esq. 

Sir Percy R. Grace, Bart, 


Date of 
Meeting, 
1886-7. 


1886. 
April 
May 10, 

17, 

June 21 , 
.1 25, 

July 6, 

.> 8, 

» 19, 

Aug. 16 , 

18, 


Oct. 

.. 25, 

Nov. 1 , 
» 22 , 
I>ec. 20 , 
» 24, 

1887, 
Jan, 8 , 
>• 17. 

Feb. 19, 
21 , 
March 19 , 


Total'per- 
oonal at- 
tendances, 
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St. Mark’s Ophthalmic Hospital. 
Dublin, SOth April, 1887. 


^ (I Finance Committee. 

James Wilson Hughes, Registrar. 
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